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Massachusetts  District  Police. 


JOPHANUS  H.  WHITNEY,  Chief. 
George  C.  Neal,  Joseph  A.  Moore, 


Deputy  Chief,  Detective  Department. 


Deputy  Chief,  Inspection  Department. 


Detective  and  Fjre  Inspection  Department. 

Detectives. 


Name. 


Assigned. 


Residence. 


Barrett,  Michaei.  J., 
Bradford,  Ernest  S., 
Byrnes,  Charles  E.,  . 
Dexter,  Thomas  A.,  . 
Flynn,  Frederick  F., 
Hardiman,  Frank  P., 
Hodges,  Alfred  B.,  . 
Keating,  Arthur  E., 
McKay,  James,  . 
Molt,  Robert  E., 
Murray,  Peleg  F.,  . 
Scott,  John  H.,  . 
Wells,  Arthur  G.,  . 
Proctor,  William  H. 


Unassigned,  

Barnstable  County, 
Middlesex  County, 
Dukes  and  Nantucket  Counties,  . 
Hampden  and  Bei-kshire  Counties, 

Unassigned,  

Bristol  County,      .      .  ... 
Suffolk  County,  .... 
Franklin  and  Hampshire  Counties, 
Worcester  County, 
Worcester  County, 
Norfolk  and  Plymouth  Counties,  . 
Essex  County,  .... 
Steamer ' '  Lexington"  and  general  duty 


Cambridge. 

Hyannis. 

Somerville. 

Edgartown. 

Pittsfield. 

Lynn. 

Taunton. 

Somerville. 

Northampton. 

Millbury. 

Worcester. 

Bra  in  tree. 

Lynn 

Swampscott. 


Fire  Inspectors. 


Rice,  Charles  F., 
Anderson,  James, 
Eustace,  Thomas  F., 
collamore,  henry  h., 
Crittenden,  George  f., 
Smith,  Silas  P.,  . 
Grady,  James  J., 


j  Chief  Fire  Inspector 
1  District  No.  1,  . 

District  No.  'i,  . 

District  No.  3,  . 
i  District  No.  4,  . 
'  District  No.  6, . 

District  No.  6,  . 


Somerville. 

Springfield. 

Lawrence. 

Fall  River. 

Northampton. 

Everett. 

Winthrop. 


Inspection  Department.  —  Factories  and  Public  Buildings. 
Building  Inspectors. 


Name. 

Assigned. 

Residence. 

Adams,  Charles, 
Ball,  Horace  F., 
Bardwell,  Henry  J., 
Broavn,  Edavin  Y., 
BuRFiTT,  Charles  E., 
Buxton,  Warren  S.,  . 
Cheney,  Ansel  J., 
Dyson,  Joseph  M., 
Merriam,  Frederick  W.,  . 
Pope,  Lemuel, 
Sheehan,  John  J., 
Splaine,  Henry,  . 

District  2  

District  5,  

Districts  3,  6  

Districts  3,  4,  9  

District  2,  

District  7,  

District  1  

District  5,  

Districts  3,  4,  !»  

District  6  

District  1,  

District  3  

Worcester. 

Worcester. 

Boston. 

Winthrop. 

Boston. 

Springfield. 

Beverly. 

Worcester. 

Cambridge. 

Fall  River. 

Salem. 

Boston. 
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Inspection  Department  —  Concluded. 


Factory  a?id  Workshop  Inspectors. 


Name. 

Assigned. 

Residence . 

Atherton,  Arlon  S.,  . 

District  2,  

Wakefield. 

CLERKE,  Charles  S.,  . 

District  9,  

Boston. 

Cleveland,  Ernest  E., 

uisincx  if,  ..... 

Somerville. 

Dam,  Charles  A., 

District  5,  

Worcester. 

Ellis,  Robert,  . 

District  6,  

Fall  River. 

Griffin.  John  E., 

Districts  3,  9,  

Sharon. 

HoiTT.  James  W.  (also  buildiii»s) , 

District  8,  

North  Adams. 

Howes,  James  R., 

District  7  

Holyoke. 

McKeever,  William  J., 

I>istricts  3,  4,  

Cambridge. 

Plunkett,  John'  H.,  . 

District  9,  

Boston. 

Rtan,  Samuel  L., 

Districts -2,  3,  9,  .... 

Waltham. 

Sillars,  Malcolm, 

District  1  

Danvers. 

Wasley,  Frank  C. 

Districts  1,2  

Lowell. 

Halley,  Mary  E., 

District  6,  

Fall  River. 

Nason,  Mart  A.,  . 

District  9,  

Boston. 

Boiler  Inspection  Department. 


Name. 


Assigned. 


Residence. 


McNeill,  Joseph  H. 
BcsHEK,  Henry,  . 

SniM,  WILBERT  E., 

Baxter,  Stcrgis  C, 
Luck,  George  a., 
Kazar,  John*  H..  . 
Sullivan,  Herbert  a. 
DeShazo,  James  B. 
Ramsay,  William  W., 
Dyer,  David  H.,  . 
Sanborn,  Freeman  H. 
McCarthy,  Justin-  H., 
MacRae,  John-  A., 
Evans,  J  Walter, 
Ferguson,  Charles, 
Forbush,  Franklin  L., 
McGrath,  John,  . 
Hinckley,  Frank  C. 
Morton,  Harry  E., 


Chief  Inspector, 
District  1, 
Districts  1,  9, 
Districts  1,2, 
Districts  2,  9, 
District  2, 
Districts  2,  3,  4, 
Districts  4,  6, 
District  5, 
District  5, 
District  6, 
District  7, 
Districts  7,  8, 
District  8, 
District  9, 
District  9, 
District  9, 
District  9, 
Special  Duty, 
Special  Duty, 


Clerks. 

James  P.  Campbell,  First.  |  Jacob  W.  Powell,  Second. 

Detective  and  Fire  Inspection  Department. 

Clerk. 
Francis  W.  Fogarty. 

Stenographers. 
John  I.  Adams.  |  

Boiler  Inspection  Department. 

Frederick  W.  Macer. 
Frank  K.  Hahn.  Sarah  A.  Carman,  Fall  River  Office. 

Belle  C.  Davis.  i   Margaret  C.  Power,  Salem  Office. 

Mary. M.  Kane,  Worcester  Office.  I   Nellie  M.  QuiNN,  -SpHn^j^eW  0#c€. 


Storehouse 

John  Coughlin,  Keeper.  \  Terrence  McSweeney,  Asst.  Keeper. 
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Assignments  of  Districts,  Inspection 
Department. 


The  following  assignments  of  districts  tomem]?ers  of  the  inspec- 
tion department  are  now  in  force :  — 


DISTRICT 

NO.  I  — ESSEX 

COUNTY. 

Amesbury 

Lawrence 

North  Andover 

Andover 

Lynn 

Peabody 

Beverly 

Lynnfield 

Rockport 

Boxford 

Manchester 

Rowley 

Dan  vers 

Marblehead 

Salem 

Essex 

Merrimac 

Salisbury 

Georgetown 

Methuen 

Saugus 

Gloucester 

Middleton 

Swampscott 

Groveland 

Nahant 

Topsfield 

Hamilton 

Newbuiy 

Wen  ham 

Haverhill 

Newbuiyport 

West  Newbury 

Ipswich 

BRANCH  OFFICE  — SALEM. 

Ansel  J.  Cheney,  Building  Inspector. 
John  J.  Sheehan,  Building  Inspector. 

All  cities  and  towns  in  Essex  County. 
Malcolm  Sillars,  Factory  Inspector. 

All  cities  and  towns  in  Essex  County,  excepting  Methuen, 
Lawrence  and  Andover. 


DISTRICT  NO.  2  — MIDDLESEX  COUNTY. 


Acton 

Cambridge 

Hopkinton 

Arlington 

Carlisle 

Hudson 

Ash  by 

Chelmsford 

Lexington 

Ashland 

Concord 

Lincoln 

Ayer 

Dracut 

Littleton 

Bedford 

Dunstable 

Lowell 

Belmont 

Everett 

Maiden 

Billerica 

Framingham 

Marlborough 

Boxborough 

Groton 

Maynard 

Burlington 

Holliston 

Med  ford 
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Melrose 

Natick 

Newton 

North  Reading 

Pepperell 

Reading 

Sherborn 

Shirley 


Somerville 

Stoneham 

Stow 

Sudbury 

Tewksbury 

Townsend 

Tyngsborough 

Wakefield 


Waltham 

Watertown 

Way  land 

Westford 

Weston 

Wilmington 

Winchester 

Woburu 


CENTRAL  OFFICE— STATE  HOUSE. 

Charles  E.  Burf^tt,  Building  Inspector. 
Charles  Adams,  Btiilding  Inspector. 

All  cities  and  towns  in  Middlesex  County. 
Arlon  S.  Atiierton,  Factory  Inspector. 


Acton 

Hopkinton 

Sherborn 

Arlington 

Hudson 

Somerville 

Ashland 

Lexington 

Stoneham 

Bedford 

Lincoln 

Stow 

Belmont 

Maiden 

Sudbury 

Boxborough 

Marlborough 

Wakefield 

Burlington 

Maynard 

Waltham 

Cambridge 

Medford 

Wayland 

Carlisle 

Melrose 

Weston 

Concord 

Natick 

Wilmington 

Everett 

North  Reading 

Winchester 

Framingham 

Reading 

Wo  burn 

Hollistou 

BRANCH  OFFICE— LOWELL. 

Frank  C.  Wasley,  Factory  Inspector. 

Andover                   Dracut  Shirley 

Ashby                       Dunstable  Tewksbury 

Ayer                          Groton  Townsend 

Billerica                     Littleton  .  Tyngsborough 

Carlisle                     Lowell  Westford 
Chelmsford  Pepperell 
Also  Lawrence,  Andover  and  Methuen,  in  Essex  County. 


DISTRICT  NO.  3— NORFOLK  COUNTY. 

Avon  Dover  Millis 

Bellingham  Foxborough  Milton 

Braintree  Franklin  Needham 

Brookline  Hoi  brook  Norfolk 

Canton  Hyde  Park  Norwood 

Cohasset  Medfield  Plainville 

Dedham  Med  way  Quincy 
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Randolph  Walpole  Weymouth 

Sharon  Wellesley  Wreutham 

Stoughton  Westwood 

CENTRAL  OFFICE  — STATE  HOUSE. 

Henry  J.  Bardwell,  Building  Inspector. 

All  cities  and  towns  in  Norfolk  County,  excepting  Cohasset ;  also 
Bristol,  Diikes  and  Nantucket  counties. 

Henry  Splaine,  Building  Inspector. 

All  cities  and  towns  in  Norfolk  County,  excepting  Cohasset. 
William  J.  McKeever,  Factory  Inspector. 

All  cities  and  towns  in  Norfolk  County,  excepting  Brookline,  Can- 
ton, Hyde  Park,  Needham,  Sharon  and  Wellesley ;  also  Barn- 
stable and  Plymouth  counties. 


DISTRICT  NO.  4  — PLYMOUTH  AND  BARN 
STABLE  COUNTIES. 


Abington 

Bridgewater 

Brockton 

Carver 

Duxbury 

East  Bridgewater 

Halifax 

Hanover 

Hanson 


Barnstable 

Bourne 

Brewster 

Chatham 

Dennis 


Plymouth  County. 
Hingham 
Hull 
Kingston 
Lakeville 
Marion 
Marsh  field 
Mattapoisett 
Middleborough 
Norwell 

Barnstable  County. 
Eastham 
Falmouth 
Harwich 
Mashpee 
Orleans 


Pembroke 

Plymouth 

Plympton 

Rochester 

Rockland 

Scituate 

Wareham 

West  Bridgewater 

Whitman 


Provincetown 

Sandwich 

Truro 

Wellfleet 

Yarmouth 


CENTRAL  OFFICE  — STATE  HOUSE. 

Frederick  W.  Merriam,  Building  Inspector. 
Edwin  Y.  Brown,  Building  Inspector. 

All  cities  and  towns  in  the  two  foregoing  counties  ;  also  Cohasset 

in  Norfolk,  and  Chelsea,  Revere  and  Winthrop  in  Suffolk 

counties. 

William  J.  McKeever,  Factory  Inspector. . 

All  cities  and  towns  in  the  two  foregoing  counties ;  also  Norfolk 
County,  excepting  Brookline,  Canton,  Hyde  Park,  Needham, 
Sharon  and  Wellesley. 
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DISTRICT  NO.  5  — WORCESTER  COUNTY. 


Ashburnharu 

Hopedale 

itutianci 

Af}inl 

T  T  n  HHq  t*H  cf  nn 
X 1 11  UUa.1  UsLUIi 

oiii  e  Wooury 

Auburn 

Ijan  caster 

South  borough 

Barre 

Leicester 

Southbridge 

Berliu 

Leominster 

Spencer 

Blackstone 

Lunenburg 

Sterling 

Rr»ltr»n 

^fiTi*  I'wi  ri  A 

loiururKige 

DoyiSLon 

iVililOl  u 

Oil  Lion 

UI  OOKUtJlU 

iviiii  oury 

1  einpieion 

Charlton 

New  Braintree 

Upton 

f^)  int  r\n 

North  Brookfield 

Uxbridge 

Dana 

North  borough 

Warren 

V/  14  ^  1  <4  O 

Novt  h  hri  d  crp 

Dudley 

Oakham 

West  Boylston 

Fitchburg 

Oxford 

West  Brookfield 

Gardner 

Pax  ton 

Westborough 

Grafton 

Petersham 

Westminster 

Hardwick 

Phillipston 

Winchendon 

Harvard 

Princeton 

Worcester 

Holden 

Royalston 

BRANCH  OFFICE  — WORCESTER. 

Joseph  M.  Dyson,  Building  Inspector. 
Horace  F.  Ball,  Building  Inspector. 
Charles  A.  Dam,  Factory  Inspector. 

All  cities  and  towns  in  Worcester  County. 


DISTRICT  NO.  6  — BRISTOL,  DUKES  AND  NAN 
TUCKET  COUNTIES. 


Acushnet 

Attleborough 

Berkley 

Dartmouth 

Dighton 

Easton 

Fairhaven 


Chilmark 
Cottage  City 
Edsartown 


Bristol  County. 
Fall  River 
Freetown 
Mansfield 
New  Bedford 
North  Attleborough 
Norton 
Ray  n  ham 

Dukes  County. 
Gay  Head 
Gosnold 

Nantucket  County. 
Nantucket, 


Rehoboth 

Seekonk 

Somerset 

Swansea 

Taunton 

Westport 


Tisbury 
West  Tisbury 
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BRANCH  OFFICE  — FALL  RIVER. 

Henry  J.  Bakdwell,  Building  Inspector. 

All  cities  and  towns  in  Bristol,  Dukes  and  Nantucket  counties ; 
also  all  cities  and  towns  in  Norfolk  County,  excepting  Cohasset. 

Lemuel  Pope,  Building  Inspector. 
Robert  Ellis,  Factory  Inspector. 
Mary  Yj.  H alley,  Factory  Inspector. 

All  cities  and  towns  in  Bristol,  Dukes  and  Nantucket  counties. 


DISTRICT  NO.  7  — HAMPDEN  AND  HAMPSHIRE 
COUNTIES. 


Agawam 

Blandford 

Brimfield 

Chester 

Chicopee 

East  Longmeadow 

Granville 

Hampden 


Hampden  County. 
Holland 
Holyoke 
Longmeadow 
Ludlow 
M on son 
Montgomery 
Palmer 
Russell 


Southwick 
Springfield 
Tolland 
Wales 

W est  Springfield 

Westfield 

Wilbraham 


Amherst 

Belchertown 

Chesterfield 

Cummington 

Easthumpton 

Enfield 

Goshen 

Gran  by 


Hampshire  County. 
Greenwich 
Had  ley 
Hatfield 
Huntington 
Middlefield 
Northampton 
Pelham 
Plainfield 


Prescott 
South  Hadley 
Southampton 
Ware 

Westhampton 
Williamsburg 
Worthinsfton 


BRANCH  OFFICE  — SPRINGFIELD. 

Warren  S.  Buxton,  Building  Inspector. 
James  R.  Howes,  Factory  Inspector. 

All  cities  and  towns  in  Hampden  and  Hampshire  counties. 


DISTRICT  NO.  8  — BERKSHIRE  AND  FRANKLIN 
COUNTIES. 

Berkshire  County. 
Adams  Becket  Clarksburg 

Alford  Cheshire  Dalton 
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Egremont 
Florida 

Great  Barrington 

Hancock 

Hinsdale 

Lanesborough 

Lee 

Lenox 

Monterey 


Mount  Washington 

New  Ashford 

New  Marlborough 

North  Adams 

Otis 

Peru 

Pittsfield 

Richmond 

Sandisfield 


Savoy 
Sheffield 
Stock  bridge 
Tj^ringham 
Washington 
West  Stock  bridge 
Williamstown 
Windsor 


Ashfield 

Bernardston 

Buckland 

Charlemont 

Colrain 

Conway 

Deerfield 

Erving 

Gill 


Frankun  County. 
Greenfield 
Hawley 
Heath 
Leverett 
Leyden 
Monroe 
Montague 
New  Salem 
Northfield 


Orange 

Rowe 

Shelburne 

Shutesbury 

Sunderland 

Warwick 

Wendell 

Whately 


BRANCH  OFFICE  —  NORTH  ADAMS. 

■  .James  W.  Hoitt,  Factory  Inspector. 

All  cities  and  towns  in  Berkshire  and  Franklin  counties. 


DISTRICT  NO.  9  — SUFFOLK  COUNTY. 

Boston  Chelsea  Revere  Winthrop 

CENTRAL  OFFICE  — STATE  HOUSE. 

FIRST  SECTION.    Ernest  E.  Cleveland,  i^ac^or?/ J/ispec^or. 

Boston,  southerly  of  the  following  line :  commencing  at  Brookliue 
line,  centre  of  Huntington  Avenue  to  Tremont  Street,  centre  of 
Tremont  Street  to  Pleasant  Street,  centre  of  Pleasant  Street  to 
Broadway,  centre  of  Broadway  to  Fort  Point  Channel ;  also 
South  Boston,  Dorchester,  New  Dorchester,  Mattapan,  Rox- 
bury,  Jamaica  Plain,  Hoslindale  and  West  Koxbury. 

Dorchester  Bay,  centre  of  Neponset  River,  Hyde  Park  line, 
Charles  River  and  Brooklinc  being  the  boundaries  on  the 
easterly,  southerly  and  westerly  sides. 
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SECOND  SECTION.    Samuel  L.  Ryan,  Factory  Inspector. 

Boston,  commencing  at  Brookline  line  at  Huntington  Avenue, 
centre  of  Huntington  Avenue  to  Tremont  Street,  centre  of 
Tremont  Street  to  Court  Street,  centre  of  Court  Street  to  Cam- 
bridge Street,  centre  of  Cambridge  Street  to  Charles  Hiver. 
All  of  Boston  north  and  west  of  this  line  excepting  Charles- 
town  ;  also  Newton  and  Watertown  in  Middlesex  County  and 
Brookline,  Needhara  and  Wellesle}^  in  Norfolk  County. 

THIRD  SECTION.    Charles  S.  Clerke,  Factory  Insjjector. 

Boston,  commencing  at  the  centre  of  Hanover  Street  at  Court 
Street,  centre  of  Hanover  Street  to  Chelsea  Ferry,  along  the 
water  front  to  centre  of  Charles  River,  to  West  Boston  bridge, 
to  Cambridge  Street,  centre  of  Cambridge  and  Court  streets  to 
Hanover  Street;  also  Charlestown. 

FOURTH  SECTION.    John  E.  Griffin,  Factory  Inspector. 

Boston,  commencing  at  the  centre  of  Tremont  Street  at  Pleasant 
Street,  centre  of  Tremont  Street  to  School  Street,  centre  of 
School  and  Water  streets  to  Oliver  Street,  centre  of  Oliver 
Street  to  Fort  Point  Channel,  centre  of  Fort  Point  Channel  to 
Broadway  bridge,  centre  of  Broadway  and  Pleasant  Street  to 
Tremont  Street ;  also  the  towns  of  Sharon,  Canton  and  Hyde 
Park  in  Norfolk  County. 

FIFTH  SECTION.    John  H.  Plunkett,  Factory  Inspector. 

Boston,  commencing  at  the  centre  of  Tremont  Street  at  School 
Street,  centre  of  Tremont  and  Court  streets  to  Hanover  Street, 
centre  of  Hanover  Street  to  Chelsea  Ferry,  East  l^oston  to  the 
harbor  line,  and  centre  of  Fort  Point  Channel  to  Oliver  Street, 
centre  of  Oliver,  Water  and  School  streets  to  Tremont  Street; 
also  the  city  of  Chelsea  and  towns  of  Revere  and  Winthrop. 


Mary  A.  Nason,  Inspector,  Central  Office,  State  House. 

In  connection  with  other  inspection  duties,  is  detailed  for  the 
enforcement  of  the  laws  relating  to  the  employment  of  women 
and  children  in  workshops  and  mercantile  establishments. 

Mary  E.  Halley^  Insioector,  Fall  River,  Mass. 

Jn  connection  with  other  inspection  duties  is  detailed  for  the 
enforcement  of  the  laws  relating  to  the  employment  of  women 
and  children  in  factories  and  workshops. 
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BOILER  INSPECTORS. 


JOSEPH  H.  McNeill,  CUcf  Boiler  Insj^ector. 


DISTRICT  NO.  I  — ESSEX  COUNTY. 


Henry  Bushek,  Inspector,  Branch  Office,  Salem, 


Aniesbury 

Beverly 

Boxford 

Danvers 

Essex 

Georgetown 

Gloucester 

Groveland 


Hamilton 

Haverhill 

Ipswich 

Marblehead 

Merrimac 

Manchester 

Middleton 

Newbury 


Newburyport 
North  Andover 
Rockport 
Rowley 
Salisbury 
Topsfield 
Wen  ham 
West  Newbury 


WiLBERT  E.  SiMM,  Inspector,  Branch  Office,  Salem. 

Lynn  Peabody  Saugus 

Lynn  field  Salem  Swampscott 

Nahant 

Also  Revere  and  Winthrop  in  Suffolk  County. 


DISTRICT  NO.  2  — MIDDLESEX  COUNTY, 


 ,  Inspector,  Branch  Office,  Lowell. 

Ashby  Dunstable  Townsend 

Ayer  Groton  Tyngsborough 

Billerica  Littleton  Pepperell 

Carlisle  Lowell  Westford 

Chelmsford  North  Reading  Wilmington 

Dracut  Tewksbury  Shirley 

Also  Andover,  Lawrence  and  Methuen  in  Essex  County. 


Stdrgis  C.  Baxter,  Inspector,  Central  Office,  State  House. 
Everett  Melrose  Stoneham 

Maiden  Reading  Wakefield 

Medford  Somerville 

Also  Charlestown  (except  the  water  front)  and  Chelsea  in  Suffolk 
County. 
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George  A.  Luck,  Inspector,  Central  OflBce,  State  House. 


Acton 

Arlington 

Bedford 

Belmont 

Boxborough 

Burlington 


Cambridge 

Concord 

Hudson 

Lexington 

Lincoln 

Maynard 


Stow 

Sudbury 

Waltbam 

Watertown 

W^yland 


DISTRICT  NO.  3  — NORFOLK  COUNTY. 

John  H.  Kazar,  Inspector,  Central  Office,  State  House. 

All  cities  and  towns  in  Norfolk  County  and  the  following  cities 
and  towns  in  Middlesex  County  :  — 
Ashland  Hopkinton  Newton 

Framingham  Marlborough  Sherborn 

Holliston  Natick 
Also  Hingham  and  Hull  in  Plymouth  County. 


DISTRICT    NO.   4  — PLYMOUTH   AND  BARN- 
STABLE COUNTIES. 

Herbert  E.  Sullivan,  /wspec^or, ^Branch  Office,  Fall  River. 

All  cities  and  towns  in  Plymouth  County,  with  the  exception  of 
Hingham  and  Hull,  all  of  Barnstable  County,  and  Acushnet, 
Fairhaven  and  New  Bedford  in  Bristol  County. 


DISTRICT  NO.  5  — WORCESTER  COUNTY. 

James  B.  DeShazo,  Inspector,  Branch  Office,  Worcester. 


Auburn 

Blackstone 

Brookfield 

Charlton 

Douglas 

Dudley 

Grafton 

Hopedale 


Leicester 
Men  don 
Milford 
Millbury 
Northbridge 
North  Brookfield 
Oxford 
Southbridge 


Spencer 

Sturbridge 

Sutton 

Upton 

Uxbridge 

Warren 

West  Brookfield 


Also  the  city  of  Worcester  south  of  Shrewsbury,  Front  and 
Pleasant  streets. 


William  W.  Ramsay,  Impector,  Branch  Office,  Worcester. 
Ashburnham  Berlin  Clinton 

Alhol  Bolton  Dana 


Barre 


Boylston 


Fitchburg 
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Gardner  Northborough  Shrewsbury 

Hardwick  Oakham  Southborough 

Harvard  Paxton  Sterling 

Holden  Petersham  Terapleton 

Hubbardston  Phillipston  West  Boylston 

Lancaster  Princeton  Westborough 

Leominster  Royal  ston  Westminster 

Lunenburg  Rutland  Winchendon 
New  Brain  tree 

Also  city  of  Worcester  north  of  Shrewsbury,  Front  and  Pleasant 
streets. 


DISTRICT  NO.  6  — BRISTOL,   DUKES  AND 
NANTUCKET  COUNTIES. 

David  H.  Dyer,  Inspector,  Branch  Office,  Fall  River. 

All  cities  and  towns  in  Bristol  County  with  the  exception  of 

Acushnet,  Fairhaven  and  New  Bedford. 
Also  Dukes  and  Nantucket  counties. 


DISTRICT  NO.  7  — HAMPDEN  AND  HAMPSHIRE 

COUNTIES. 

Freeman  H.  Sanborn,  Inspector,  Branch  Office,  Springfield. 

All  cities  and  towns  in  Hampden  County  with  the  exception  of 
Holyoke. 

Justin  H.  McCarthy,  Inspector,  Branch  Office,  Springfield. 

All  cities  and  towns  in  Hampshire  County,  Holyoke  in  Hampden 
County  and  the  following  towns  in  Franklin  County:  — 
Erving  Northfield  Sunderland 

Leverett  Orange  Warwick 

Montague  Shutesbury  Wendell 

New  Salem 


DISTRICT  NO.  8— BERKSHIRE  AND  FRANKLIN 

COUNTIES. 

John  A.  MacRae,  Inspector,  Branch  Office,  North  Adams. 

All  cities  and  towns  in  Berkshire  County,  and  the  following 
towns  in  Franklin  County  :  — 

Ash  field                    Deerfield  Leyden 

Bernardston               Gill  Monroe 

Buckland                   Greenfield  Rowe 

Charlemont                Hawley  Shelburne 

Colrain                      Heath  Whately 
Conway 
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DISTRICT  NO.  9  — SUFFOLK  COUNTY. 

Charles  Ferguson,  Inspector,  Central  Office,  State  House. 

Boston  proper,  bounded  by  Causeway  Street  from  North  Union 
Station,  Commercial  Street,  Atlantic  Avenue,  Essex  Street, 
Boylston  Street,  Massachusetts  Avenue  to  Charles  River  to 
North  Union  Station. 

Franklin  L.  Forbush,  Inspector,  Central  Office,  State  House. 

Boston  proper  and  South  Boston,  bounded  by  Summer  Street 
Extension,  Atlantic  Avenue,  Essex  Street,  Boylston  Street, 
Massachusetts  Avenue,  Columbia  Road  to  the  water  front. 

John  McGrath,  Inspector,  Central  Office,  State  House. 

Boston  south  of  Massachusetts  Avenue  and  Columbia  Road,  in- 
cluding — 

Allston         ■  Jamaica  Plain  Roslindale 

Brighton  Mattapan  West  Roxbury 

Dorchester  Roxbury 

J.  Walter  Ea-^ans,  Inspector,  Central  Office,  State  House. 

East  Boston  and  the  water  front  from  Mystic  bridge,  Charles- 
town,  to  Summer  Street  Extension ;  also  the  islands  in  Boston 
harbor. 

Harry  E.  Morton,  Inspector,  Special  Duty,  Central  Office,  State  House. 

Frank  C.  Hinckley,  Inspector,  Special  Duty,  Central  Office,  State 
House. 
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|fn  pltmoriam* 

On  April  4:,  1907,  at  his  home,  36  Beacon  Hill  Avenue, 
Ljnn,  occurred  the  death  of  Chief  Joseph  E.  Shaw.  He 
Avas  buried  the  following  Sunday,  receiving  ajjpropriate  hon- 
ors as  the  official  head  of  this  department,  and  as  a  prominent 
citizen,  soldier  and  public  servant.  The  entire  force  of  the 
Massachusetts  District  Police,  in  full-dress  uniform,  joined 
with  prominent  officials  of  the  nation.  State  and  various 
counties  and  cities  in  paying  tributes  of  respect  to  his  mem- 
ory at  the  funeral  services. 

Joseph  E.  Shaw  was  born  in  Yarmouth,  X.  S.,  Jan.  13, 
1845.  At  the  age  of  sixteen  he  enlisted  in  Company  C, 
Seventeenth  Massachusetts  Regiment,  and  served  with  dis- 
tinction during  three  years  of  the  civil  war.  Returning  to 
Massachusetts,  he  learned  the  trade  of  a  journeyman  shoe- 
maker, continuing  that  work  for  several  years. 

In  1881  he  was .  appointed  city  marshal  of  Lynn,  as  the 
head  of  the  police  department.  On  Sept.  18,  1883,  he  was 
appointed  by  Gov.  Benjamin  F.  Butler  as  a  member  of  the 
Massachusetts  District  Police,  but  resigned  on  July  31,  1894, 
to  accept  the  appointment  tendered  by  Gov.  Frederic  T. 
Greenhalge,  Aug.  1,  1894,  as  deputy  chief  of  the  Fire 
Marshal's  department  of  the  Commonwealth.  Upon  the 
consolidation  of  the  Fire  Marshal's  department  with  the 
[Massachusetts  District  Police,  in  1902,  Joseph  K  Shaw  was 
appointed  deputy  chief  of  this  force,  in  the  continuance  of 
his  former  ten  years  of  faithful  service,  a  position  which 
he  held  until  Feb.  24,  1904,  when  he  was  appointed  by  Gov. 
John  L.  Bates  to  succeed  the  late  Rufus  R.  Wade  as  Chief 
of  the  entire  force  of  the  Massachusetts  District  Police. 
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On  Oct.  22,  1907,  death  removed  from  the  scene  of  his 
labors  another  of  the  citizen-soldier  members  of  this  force, 
Everett  B.  Dyer,  at  his  home,  57  Cushing  Street,  Medford. 
Everett  B.  Dyer  was  appointed  on  this  force  by  Gov.  Roger 
Wolcott  on  June  1,  1898,  and  continued  on  the  force  as  in- 
spector of  boilers  until  Sept.  30,  1907,  the  date  of  his  retire- 
ment under  the  provisions  of  the  Veterans'  Betirement  Act, 
chapter  458  of  the  Acts  of  1907,  there  having  been  four  of 
such  retirements  during  the  department  year. 

Everett  B.  Dyer  vras  born  in  Lee,  Me.,  in  the  summer  of 
1841,  and  was  educated  in  the  public  schools  of  Eall  River, 
afterward  learning  the  machinists'  trade.  During  the  early 
part  of  the  civil  war  he  entered  the  naval  service  of  the 
United  States  as  engineer  on  the  flagship  "  Sacramento  "  of 
the  blockading  squadron  stationed  at  the  mouth  of  the  Cape 
Fear  River.  His  whole  connection  with  the  Sacramento  " 
was  one  of  loyal,  heroic  service,  and  he  never  fully  recovered 
from  its  effects. 


Commantnxaltlj  of 


REPORT. 


In  accordance  with  statutory  law,  chapter  lOS,  I  hereby 
submit  my  first  annual  report  of  the  work  performed  by  the 
District  Police  for  the  year  ending  Dec.  31,  1907. 

The  personnel  of  the  force  remains  about  the  same  as  last 
year,  with  the  following  exceptions :  — 

Chaxges  i^s^  the  Foece. 
The  following  table  shows  members  of  the  force  whose  con- 
nection with  the  Massachusetts  District  Police  has  ceased 
during  the  past  year,  and  the  cause  of  the  same:  — 


Name. 

Position. 

Date  of 
Appointment. 

Date  of 
Retirement. 

Cause  of 
Retirement. 

Joseph  E.  Shaw,i 

Chief,  . 

Feb.     24,  1904, 

April  4,1907, 

Death. 

Charles  W.  Brigham, 

Clerk,  . 

Jan.      1, 1895, 

May   31, 1907, 

Retired.* 

William  S.  Drake,  . 

Tramp  officer,  . 

Aug.    26,  1904, 

Nov.  29,1907, 

Discharged. 

Everett  B.  Dyer.s  . 

Boiler  inspector, 

June     1,  189S, 

Sept.  30,1907, 

Retired  .- 

FrederickA.Rhoades, 

Detective,  . 

June     1,  18j!5, 

April  20,  1907, 

Resigned. 

Harriot  E.  StalUngs, 

stenographer,  . 

July    29, 1902, 

Nov.  30,1907, 

Resigned. 

John  F.  Tiemey, 
Oliver  L.Wood, 

Building  i  n  - 

spector. 
Detective,  . 

July      6, 1892, 
March  22,  1901, 

May  31,1907, 
May  31,1907, 

Retired.- 
Retired.2 

1  Date  of  original  appointment  as  officer,  Sept.  IS,  18^3. 

2  Retired  under  Veterans'  Retirement  Act  of  1907,  chapter  4^. 

3  Died  Oct.  22, 1907. 


Illassatmrsitts. 


24      REPORT  CHIEF  OF  DISTRICT  POLICE.  [Jan. 


Officers  appointed  during  Year. 


Name. 

Position. 

Residence. 

Date  of 
Appointment. 

Jophanus  H.  Whituey, 

Chief,  .... 

Medford, 

April  17,  1907. 

Michael  J.  Barrett, 

Detective,  . 

Haverhill, 

June    1, 1907. 

Henry  Bushek,  . 

Boiler  inspector. 

Salem, 

Aug.  21,  1907. 

Ernest  E.  Cleveland,  . 

Factory  inspector. 

Pittsfield, 

Sept.  27, 1907. 

Frederick  F.  Flynn,  . 

Detective,  . 

Lawrence, 

April  23,  1907. 

Franklin  L.  Forbush,  . 

Boiler  inspector. 

Hyde  Park,  . 

Aug.  21,  1907. 

Frank  P.  Hardiman,  . 

Unassigned, 

Lynn, 

Dec.     9,  1907. 

John  A.  MacRae, 

Boiler  inspector. 

Boston,  . 

Dec.     5, 1906. 

Harry  E.  Morton, 

Boiler  inspector, 

Hyde  Park,  . 

Aug.  21,  1907. 

Lemuel  Pope, 

Building  inspector,  . 

Fall  River, 

Aug.    1,  1907. 

William  \V.  Ramsay,  . 

Boiler  inspector, 

Worcester, 

Aug.  21,1907. 

Horace  W.  Rand.i 

Factory  inspector. 

Boston,  . 

July    10,  1907. 

Wilbert  E.  Simm, 

Boiler  inspector. 

Somerville, 

Aug.  21,1907. 

1  Discharged  Sept.  23,  1907,  because  of  legal  technicality. 


The  District  Police,  as  now  organized,  consists  of  one 
Chief,  who  has  conniiand  and  supervision  of  the  entire  force. 

Detective  and  Fire  Inspection  Department. 
The  detective  and  fire  inspection  department  consists  of  one 
deputy  chief;  one  captain,  who  is  assigned  to  the  command 
of  the  State  steamer  ^'  Lexington  "  when  in  commission  to 
enforce  the  fishing  laws ;  one  chief  fire  inspector ;  six  fire  in- 
spectors ;  and  thirteen  detective  officers. 

Inspection  Department. 
The  inspection  department  consists  of  one  deputy  chief; 
one  chief  inspector  of  hollers ;  twelve  huilding  inspectors ;  fif- 
teen factory  inspectors ;  and  eighteen  holler  inspectors,  who 
are  also  examiners  of  engineers  and  firemen. 

Clerical  Assistance. 
There  are  appointed  for  clerical  service  one  first  and  one 
second  clerk  for  the  entire  force  and  under  the  immediate 
charge  of  the  Chief ;  two  stenographers  and  one  clerk  for 
the  detective  and  fire  insi)ection  department ;  tw^o  clerks  in  the 
main  office  for  the  holier  inspectors,  in  addition  to  which  the 
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chief  inspector  of  boilers  has  the  services  of  the  clerk  ap- 
pointed for  the  "  Board  of  Boiler  Rules." 

There  is  also  one  female  clerk  in  each  of  the  branch  offices 
at  Fall  River,  Worcester,  Springfield  and  Xorth  Adams. 

There  being  no  clerk  for  the  office  of  the  deputy  chief  of  the 
inspection  department  or  for  the  thirteen  building  and  fac- 
tory inspectors  in  the  main  office,  the  second  clerk  of  the 
department  is  detailed  for  this  duty,  in  addition  to  such  work 
as  the  Chief  may  require. 

The  increasing  amount  of  clerical  work  requires  the  ap- 
pointment of  two  stenographers  for  the  inspection  department 
at  the  main  office,-  one  of  them  for  the  office  of  the  deputy 
chief  and  the  other  for  the  building  and  factory  inspectors. 
This  will  relieve  the  pressure  of  a  large  amount  of  clerical 
work  in  making  reports,  sending  orders,  answering  corre- 
sjwndence,  and  other  duties  which  can  be  well  perfomied  by 
suitable  stenographers  and  typewriters,  and  will  enable  the 
deputy  chief  and  the  building  and  factory  inspectors  to  devote 
more  time  to  actual  inspection  work. 

It  has  been  absolutely  necessary  to  employ  temporary  cleri- 
cal aid  during  a  portion  of  the  past  year. 

The  branch  office  in  Salem  has  no  clerk,  although  one  is 
greatly  needed  there. 

AMiat  has  been  said  in  reference  to  the  inspection  depart- 
ment applies  with  equal  force  to  the  clerical  force  of  the 
detective  department.  The  index  to  the  rogues'  gallery  has 
become  antiquated,  in  comparison  with  the  modern  card  sys- 
tem. I  feel  that  it  is  an  absolute  necessity  that  an  additional 
stenographer-clerk  be  furnished  for  service  in  the  office  of 
the  deputy  chief  of  the  detective  department,  in  order  that  we 
may  inaugurate  an  ui>to-date  card  system  in  that  department. 
The  appointment  of  such  a  stenographer  will  relieve  a  mem- 
ber of  the  detective  department,  whose  duties  are  now  prin- 
cipally those  of  a  clerk,  at  a  salary  of  fifteen  hundred  dollars 
per  year.  By  appointing  a  stenographer  for  this  work,  a 
great  saving  can  be  made  to  the  Commonwealth,  and  the  officer 
who  has  been  doing  the  clerical  w^ork  referred  to  will  be  able 
to  do  the  more  important  department  work  for  which  he  was 
appointed. 
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RECOiTZUIElXDATIOXS. 

The  labor  laws  having  been  amended  many  times,  and 
separate  acts  having  been  passed  which  tend  to  confuse  per- 
sons interested  in  snch  matters,  it  wonld  seem  to  be  very 
desirable  to  codify  all  snch  laws  into  one  act  or  chapter. 

An  appeal  from  the  order  of  an  inspector  of  factories  and 
public  bnildings,  if  made  snbstantially  in  accordance  with 
Ae  provisions  of  sections  19  and  20.  chapter  lOl.  Revised 
Laws,  wonld  teid  to  have  the  appeal  qnickly  determined,  and 
Ae  Superior  Conrt  conld  appoint  "  three  disinterested  per- 
sons, skilled  in  the  subject  matter  of  the  controversy,  to 
examine  the  matter  and  hear  the  parties,''  as  is  now  provided 
in  the  case  of  buildings  reported  as  unsafe  and  dangerous. 

It  would  be  desirable  to  have  a  special  provision  for  a 
penalty  for  using  or  occupying  a  theatre,  hall  or  place  of 
assemblage  without  having  a  license  from  the  Chief  of  the 
District  Police,  or  a  certificate  from  an  inspector  of  factories 
and  public  buildings:  and  also  a  penalty  provided  for  vio- 
lating the  oGsiditions  of  a  license  or  certificate,  in  addition  to 
revocation  of  the  license  or  certificate. 

A  law  is  desirable  authorizing  the  Chief  of  the  District 
PoKce  with  the  approval  of  the  Governor,  to  authorize  the 
members  of  the  district  police  to  carry  a  revolver,  club  or 
billy,  handcuff  and  twisters.  This  is  desirable  in  case  of 
public  disorder  or  disturbance  of  the  peace. 

A  penalty  for  wearing  or  having  in  possession  without  legal 
authority  any  badge  or  device  in  imitation  or  representation 
of  the  badge  of  the  District  Police  would  be  advisable. 

After  the  temsfer  from  this  department  of  jurisdiction 
over  the  sanitation  and  ventilation  of  old  buildings  designed 
to  be  used  in  wh<^e  or  in  part  as  public  buildings,  public  or 
private  institutians,  schoolhouses,  churches,  theatres,  public 
haUs.  places  of  assemblage  or  j^ces  of  public  resort,  the  plans 
sobmitted  for  approval  to  this  department  by  parties  were 
referred  to  the  State  Board  of  Health,  as  this  department 
had  been  relieved  from  the  oversi^it  of  that  part  of  the  law 
reladng  to  ventilation  and  sanitation.  Said  plans  were  re- 
turned to  this  department  by  the  parties  submitting  them. 
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claiming  that  that  department  had  nothing  to  do  in  reference 
to  the  plans  for  the  remodelling  of  old  buildings. 

I  would  most  respectfully  request  that  this  matter  be 
brought  before  the  Legislature,  in  the  interest  of  both  depart- 
ments, in  order  that  it  mav  be  clearlv  defined  whose  duty  it 
shall  be  to  approve  plans  for  the  remodelling  of  old  buildings. 

Acts  axd  AME:?rDME:yTS  passed. 

Chapter  193,  Acts  of  1907. 

Ax  Act  relative  to  the  weekly  patiiext  of  wages  by  citlls. 

COUNTIES  AST)  other  EMPLOYERS. 

Be  it  enacted,  etc.,  as  follows: 

Section  1.  Section  sixty-two  of  chapter  one  hundred  and  six  of 
the  Revised  Laws,  as  amended  by  chapter  fonr  hundred  and  fifty 
of  the  acts  of  the  year  nineteen  hundred  and  two,  and  by  chapter 
four  hundred  and  twenty-seven  of  the  acts  of  the  year  nineteen 
hundred  and  six,  is  hereby  further  amended  by  inserting  after  the 
word  "  business  in  the  eighteenth  linCy  the  words :  —  the  wages  or 
salary  earned  by  him,  —  so  as  to  read  as  follows :  —  Section  62. 
Every  manufacturing,  mining  or  quarrying,  mercantile,  raihroad, 
street  railway,  telegraph  or  telephone  corporation,  every  incorpo- 
rated express  company  or  water  company,  and  every  contractor, 
person  or  partnership  engaged  in  any  manufacturing  business,  in 
any  of  the  building  trades,  in  quarries  or  mines,  upon  pubHc  works 
or  in  the  construction  or  repair  of  railroads,  street  railways,  roads, 
bridges  or  sewers  or  of  gas,  water  or  electric  light  works,  pipes  or 
lines,  shall  pay  weekly  each  employee  engaged  in  his  or  its  business 
the  wages  earned  by  him  to  within  six  days  of  the  date  of  said  pay- 
ment, but  any  employee  leaving  his  or  her  employment,  or  being 
discharged  from  such  employment,  shall  be  paid  in  foil  on  the 
following  regular  pay  day:  and  the  Commonwealth,  its  officers, 
boards  and  commissions  shall  so  pay  every  mechanic,  workman 
and  laborer  who  is  employed  by  it  or  them,  and  every  county  and 
city  shall  so  pay  every  employee  who  is  engaged  in  its  business  the 
wages  or  salary  earned  by  him.  unless  such  mechanic,  workman, 
laborer  or  employee  requests  in  writing  to  be  paid  in  a  differeoit 
manner;  and  every  town  shall  so  pay  each  employee  in  its  business 
if  so  required  by  him;  but  an  employee  who  is  absent  from  his 
r^ular  place  of  labor  at  a  time  fixed  for  payment  shall  be  paid 
thereafter  on  demand-  The  provisions  of  this  section  shall  not 
apply  to  an  employee  of  a  co-operative  corporation  or  association 
if  he  is  a  stockholder  therein  unless  he  requests  such  corporation  to 
pay  him  weekly.    The  board  of  railroad  commissioners,  after  a 
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hearing,  may  exempt  any  railroad  corporation  from  paying  weekly 
any  of  its  employees  if  it  appears  to  the  board  that  such  employees 
prefer  less  frequent  payments,  and  that  their  interests  and  the 
interests  of  ithe  public  will  not  suffer  thereby.  No  corporation,  con- 
tractor, person  or  partnership  shall  by  a  special  contract  with  an 
employee  or  by  any  other  means  exempt  himself  or  itself  from  the 
provisions  of  this  and  the  following  section.  Whoever  violates  the 
provisions  of  this  section  shall  be  punished  by  a  fine  of  not  less 
than  ten  nor  more  than  fifty  dollars. 

Section  2.  This  act  shall  take  effect  upon  its  passage.  [Approved 
March  12,  1907. 

Chapter  267,  Acts  of  1907. 

An  Act  relative  to  the  hours  of  labor  of  women  and  minors 
employed  in  the  manufacture  of  textile  goods. 

Be  it  enacted,  etc.,  as  follows: 

Section  1.  Section  twenty-seven  of  chapter  one  hundred  and  six 
of  the  Revised  Laws  is  hereby  amended  by  inserting  after  the  word 
"  morning in  the  fourth  line,  the  words :  —  No  person,  and  no 
agent  or  officer  of  a  person  or  corporation  engaged  in  the  manufac- 
ture of  textile  goods,  shall  employ  any  minor  under  eighteen  years 
of  age,  or  any  woman,  before  six  o'clock  in  the  morning  or  after  six 
o'clock  in  the  evening,  —  so  as  to  read  as  follows :  —  Section  27.  No 
person,  and  no  agent  or  officer  of  a  person  or  corporation,  shall 
employ  a  woman  or  minor  in  any  capacity  for  the  purpose  of  manu- 
facturing between  ten  o'clock  at  night  and  six  o'clock  in  the  morning. 
No  person,  and  no  agent  or  officer  of  a  person  or  corporation  en- 
gaged in  the  manufacture  of  textile  goods,  shall  employ  any  minor 
under  eighteen  years  of  age,  or  any  woman,  before  six-  o'clock  in 
the  morning  or  after  six  o'clock  in  the  evening.  AVhoever  violates 
the  provisions  of  this  section  shall  be  punished  by  a  fine  of  not  less 
than  twenty  nor  more  than  fifty  dollars  for  each  offence. 

Section  2.  All  acts  and  parts  of  acts  inconsistent  herewith  are 
hereby  repealed. 

Section  3.  This  act  shall  take  effect  on  the  first  day  of  October  ■ 
in  the  year  nineteen  hundred  and  seven.    [Approved  April  2,  1907. 

Chapter  269,  Acts  of  1907. 

An  Act  relative  to  the  hours  of  labor  of  v^orkmen,  mechanics 
and  engineers. 

Be  it  enacted,  etc.,  as  follows: 

Section  1.  Section  one  of  chapter  five  hundred  and  seventeen 
of  the  acts  of  the  year  nineteen  hundred  and  six  is  hereby  amended 
by  inserting  after  the  word  "  Laws  ",  in  the  sixth  line,  the  follow- 
ing :  —  No  laborer,  workman  or  mechanic  so  employed  shall  be 
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requested  or  required  to  work  more  than  eight  hours  in  any  one 
calendar  day  or  more  than  forty-eight  hours  in  any  one  week  except 
in  eases  of  extraordinary  emergency.  Only  a  case  of  danger  to 
property,  to  life,  to  public  safety  or  to  public  health  shall  be  con- 
sidered a  case  of  extraordmary  emergency  within  the  meaning  of  this 
section.  Engineers  shall  be  considered  mechanics  within  the  meaning 
of  this  act,  —  and  by  adding  at  the  end  of  the  section  the  words :  — 
Threat  of  loss  of  emplojTnent  or  threat  to  obstruct  or  prevent  the 
obtaining  of  emplo^Tuent,  or  threat  to  refrain  from  employing  in  the 
future  shall  be  considered  requii-ing,  within  the  meaning  of  this 
section,  —  so  as  to  read  as  follows :  —  Section  1.  Eight  hours  shall 
constitute  a  day's  work  for  all  laborers,  workmen  and  mechanics  now 
or  hereafter  employed  by  or  on  behalf  of  the  Commonwealth,  or  of 
any  county  therein,  or  of  any  city  or  town  which  has  accepted  the 
provisions  of  section  twenty  of  chapter  one  hundred  and  six  of  the 
Revised  Laws.  No  laborer,  workman  or  mechanic  so  employed  shall 
be  requested  or  required  to  work  more  than  eight  hours  in  any  one 
calendar  day  or  more  than  forty-eight  hours  in  any  one  week  except 
in  cases  of  extraordinary  emergency.  Only  a  case  of  danger  to 
property,  to  life,  to  public  safety  or  to  public  health  shall  be  con- 
sidered a  case  of  extraordinary'  emergency  within  the  meaning  of 
this  section.  Engineers  shall  be  considered  mechanics  within  the 
meaning  of  this  act.  But  in  cases  where  a  Saturday  half -holiday  is 
given  the  hours  of  labor  upon  the  other  working  days  of  the  week 
may  be  increased  sufficiently  to  make  a  total  of  forty-eight  hours 
for  the  week's  work.  Threat  of  loss  of  emplojTnent  or  threat  to 
obstruct  or  prevent  the  obtaining  of  employment,  or  threat  to 
refrain  from  employing  in  the  future  shall  be  considered  requiring, 
within  the  meaning  of  this  section. 

Section  2.  Section  two  of  said  chapter  five  hundred  and  seven- 
teen is  hereby  amended  by  insertuig  after  the  word  "  mechanic 
m  the  eighth  line,  the  words :  —  working  within  this  Commonwealth, 
—  and  by  inserting  after  the  word  "  be  in  the  eleventh  line,  the 
words :  —  requested  or,  —  and  by  adding  at  the  end  of  the  section 
the  words :  —  and  every  such  contract  which  does  not  contain  this 
stipulation  shall  be  null  and  void,  —  so  as  to  read  as  follows :  — 
Section  2.  Every  contract,  excludmg  contracts  for  the  purchase  of 
material  or  supplies,  to  which  the  Commonwealth,  or  of  any  county 
therein,  or  of  any  city  or  town  which  has  accepted  the  provisions  of 
section  twenty  of  chapter  one  hundred  and  six  of  the  Revised  Laws, 
is  a  party  which  may  involve  the  emplo\Tnent  of  laborers,  workmen 
or  mechanics  shall  contain  the  stipulation  that  no  laborer,  workman 
or  mechanic  working  within  this  Commonwealth  ui  the  employ  of 
the  contractor,  sub-contractor  or  other  person  doing  or  contracting 
to  do  the  whole  or  a  part  of  the  work  contemplated  by  the  contract 
shall  be  requested  or  required  to  work  more  than  eight  hours  in  any 
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one  calendar  day  and  every  such  contract  which  does  not  contain 
this  stipulation  shall  be  null  and  void. 

Section  3.  Section  four  of  said  chapter  five  hundred  and  seven- 
teen is  hereby  amended  by  inserting  before  the  word  "  Any  in  the 
first  line,  the  words :  —  Any  person  or  contractor  or  sub-contractor, 
or  any  agent  or  person  acting  on  behalf  of  any  contractor  or  sub- 
contractor, or,  —  so  as  to  read  as  follows :  —  Section  4.  Any  person 
or  contractor  or  sub-contractor,  or  any  agent  or  person  acting  on 
behalf  of  any  contractor  or  sub-contractor,  or  any  agent  or  official 
of  the  Commonwealth  or  of  any  county,  city  or  town  who  violates 
any  provision  of  this  act  shall  be  subject  to  a  penalty  of  fifty  dollars 
for  each  offence.    [Approved  April  3,  1907. 

Chapter  309,  Acts  of  1907. 

An  Act  relatr^e  to  entertainments  in  school  buildings. 
Be  it  enacted^  etc.,  as  follows: 

Section  1.  Section  one  hundred  and  seventy-three  of  chapter  one 
hundred  and  two  of  the  Revised  Laws,  as  amended  by  section  five 
of  chapter  four  hundred  and  sixty  of  the  acts  of  the  year  nineteen 
hundred  and  four,  is  hereby  further  amended  by  adding  at  the  end 
thereof  the  words:  —  or  to  entertainments  given  in  school  buildings 
by,  or  for  the  benefit  of,  the  pupils  thereof,  and  under  the  super- 
vision of  the  principal  or  teacher  in  charge  of  the  school  classes 
therein,  —  so  as  to  read  as  follows :  —  Section  173.  Whoever  offers' 
to  \'iew,  sets  up,  sets  on  foot,  maintains,  carries  on,  publishes  or 
otherwise  assists  in  or  promotes  any  such  exhibition,  show  or  amuse- 
ment, without  such  license,  shall  be  punished  by  a  fine  of  not  more 
than  five  hundred  dollars  for  each  offence.  The  provisions  of  this 
section  and  of  the  last  preceding  section,  however,  shall  not  apply 
to  public  entertainments  by  religious  societies  in  their  usual  places 
of  worship  for  a  religious  or  charitable  purpose,  or  to  entertain- 
ments given  in  school  buildings  by,  or  for  the  benefit  of,  the  pupils 
thereof,  and  under  the  super\dsion  of  the  principal  or  teacher  in 
charge  of  the  school  classes  therein. 

Section  2.  This  act  shall  take  effect  upon  its  passage.  [Ap- 
proved April  18,  1907. 

Chapter  355,  Acts  of  1907. 

An  Act  to  prohibit  the  admission  of  a  child  under  fourteen 
years  of  age  to  places  of  amusement  after  sunset,  unless 
accompanied  by  an  adult. 

Be  it  enacted,  etc.,  as  follows: 

Section  one  hundred  and  eighty-four  of  chapter  one  hundred  and 
two  of  the  Revised  Laws,  as  amended  by  chapter  one  hundred  and 
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seven  of  the  acts  of  the  year  nineteen  hundred  and  six,  is  hereby 
further  amended  by  striking  out  said  section  and  inserting  in  place 
thereof  the  following :  —  Section  184.  Whoever,  himself  or  by  his 
servant  or  agent,  admits  a  child  under  the  age  of  fourteen  years  to 
any  licensed  show  or  place  of  amusement  unless  such  child  is  accom- 
panied by  a  person  above  the  age  of  twenty-one  j^ears,  shall,  on 
complaint  of  a  parent  or  guardian  of  the  child  or  of  any  police 
officer  or  of  a  truant  officer  of  the  city  or  town  in  which  the  child 
is  so  admitted,  be  punished  by  a  fine  of  not  more  than  one  hundred 
dollars;  but  he  shall  not  be  liable  to  said  fine  if  a  child  apparently 
fourteen  years  of  age  has  obtained  admission  by  any  written  mis- 
representation or  by  any  unauthorized  entrance  to  said  place  of 
amusement,  or  has  entered  with  and  apparently  in  the  company  of  a 
person  above  the  age  of  twenty-one  years  but  does  not  remain  with 
such  person,  provided  the  person  in  charge  of  said  place  of  amuse- 
ment shall  remove  such  child  immediately  from  said  place  of  amuse- 
ment upon  knowledge  of  the  fact  that  the  child  is  under  fourteen 
years  of  age  and  not  then  accompanied  by  a  person  above  the  age 
of  twenty-one  years.  The  provisions  of  this  section  shall  not  apply 
to  shows  or  entertainments  which  take  place  befoi-e  sunset.  [Ap- 
proved May  3,  1907. 

Chapter  482,  Acts  of  1907. 

An  Act  to  provide  for  an  additional  stenographer  in  the  de- 
tective DEPARTMENT  OF  THE  DISTRICT  POLICE. 

Be  it  enacted,  etc.,  as  follows: 

Section  1.  The  chief  of  the  district  police  may  appoint  an  addi- 
tional stenographer  for  service  in  the  detective  department  of  the 
district  police,  at  a  salary  not  exceeding  one  thousand  dollars  a  year. 

Section  2.  This  act  shall  take  effect  on  the  first  day  of  December, 
nineteen  hundred  and  seven.    [Approved  June  7,  1907. 

Chapter  503,  Acts  of  1907. 

An  Act  relative  to  egresses  and  means  of  escape  from  certain 
buildings  and  to  lighting  and  sanitary  conditions  in  factories 
and  workshops, 

Be  it  enacted,  etc.,  as  follows: 

Section  1.  Section  twenty-five  of  chapter  one  hundred  and  four 
of  the  Revised  LaAvs  is  hereby  amended  by  inserting;'  after  the  word 
"  use  in  the  twentieth  line,  the  words :  —  and  every  such  egress 
shall  be  provided  with  a  sign  having  on  it  the  word  Exit "  in  letters 
not  less  than  five  inches  in  height  and  so  as  plainly  to  indicate  to 
persons  within  the  building  the  location  of  such  egTess,  —  so  as  to 
read  as  follows :  —  Section  25.  A  building  which  is  used,  in  whole 
or  in  part,  as  a  public  building,  public  or  private  institution,  school 
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house,  church,  theatre,  public  hall,  place  of  assemblage  or  place  of 
public  resort,  and  a  building  m  which  ten  or  more  persons  are  em- 
ployed above  the  second  story  in  a  factoiy,  workshop,  mercantile 
and  other  establishment,  and  a  hotel,  family  hotel,  apartment  house, 
boarding  house,  lodging  house  or  tenement  house  in  which  ten  or 
more  persons  lodge  or  reside  above  the  second  story,  and  a  factory, 
workshop,  mercantile  or  other  establishment  the  owner,  lessee  or 
occupant  of  which  is  notified  in  writhig  by  an  inspector  of  factories 
and  public  buildings  that  the  provisions  of  this  chaj^ter  are  deemed 
by  him  applicable  thereto  shall  be  provided  with  proper  egTesses 
or  other  means  of  escape  from  fire,  sufficient  for  the  use  of  all 
persons  accommodated,  assembled,  employed,  lodged  or  resident 
therein;  but  no  owner,  lessee  or  occupant  of  such  building  shall  be 
deemed  to  have  \'iolated  this  provision  unless  he  has  been  notified 
in  writing  by  such  inspector  what  additional  egresses  or  means  of 
escape  from  fire  are  necessary  and  has  neglected  or  refused  to  supply 
the  same.  The  egresses  and  means  of  escape  shall  be  kept  unob- 
structed, m  good  repair  and  ready  for  use,  and  every  such  egTess 
shall  be  provided  with  a  sign  having  on  it  the  word  "  Exit "  in 
letters  not  less  than  five  inches  in  height  and  so  as  plainly  to  indicate 
to  persons  within  the  building  the  location  of  such  egresses.  Stair- 
ways on  the  outside  of  the  building  shall  have  suitable  railed  landings 
at  each  story  above  the  first,  accessible  at  each  stoiy  from  doors  or 
windows,  and  such  landings,  doors  and  windows  shall  be  kept  clear 
of  ice,  snow  and  other  obstructions.  Portable  seats  shall  not  be 
allowed  m  the  aisles  or  passageways  of  such  buildings  during  any 
service  or  entertamment  held  thereui.  If  the  inspector  so  directs 
in  writmg,  women  or  children  shall  not  be  employed  in  a  factory, 
workshop,  mercantile  or  other  establishment,  in  a  room  above  the 
second  story  from  which  there  is  only  one  egress,  and  all  doors  and 
windoAvs  in  any  building  which  is  subject  to  the  provisions  of  this 
section  shall  open  outwardly,  and  every  room  above  the  second  story 
in  any  such  building,  in  which  ten  or  more  persons  are  employed, 
shall  be  provided  with  more  than  one  egress  by  stairAvays  or  by  such 
other  way  or  device,  approved  in  writing  by  the  inspector,  as  the 
owner  may  elect,  on  the  inside  or  outside  of  the  building,  placed  as 
near  as  practicable  at  each  end  of  the  room.  The  certificate  of  the 
inspector  shall  be  conclusive  evidence  of  a  compliance  with  such 
requirements. 

Sectiox  2.  Section  forty-one  of  said  chapter  one  hundred  and 
four  is  hereby  amended  by  inserting  after  the  word  "  factories '', 
in  the  seventh  line,  the  words :  —  and  workshops,  —  by  inserting 
after  the  word  "  be  in  the  same  line,  the  words :  —  well  lighted,  — 
and  by  adding  at  the  end  thereof  the  following :  —  Suitable  recepta- 
cles for  expectoration  shall  be  provided  in  all  factories  and  work- 
shops by  the  proprietors  thereof,  the  same  to  be  of  such  form  and 
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construction  and  of  such  number  as  shall  be  satisfactory  to  the 
board  of  health  of  the  city  or  town  in  which  the  f  actoiy  or  workshop 
is  situated,  —  so  as  to  read  as  follows :  —  Section  41.  The  belting, 
shafting,  gearing  and  drums  of  all  factories,  if  so  placed  as,  in  the 
opinion  of  the  inspectors  of  factories  and  public  buildmgs,  to  be 
dangerous  to  emploj'ees  therein  while  engaged  in  their  ordmary 
duties,  shall  be  as  far  as  practicable  securely  guarded.  No  machinery 
except  steam  engines  in  a  factory  shall  be  cleaned  while  running  if 
objection  in  wi'iting  is  made  by  one  of  said  inspectors.  All  factories 
and  workshops  shall  be  well  lighted,  well  ventilated  and  kept  clean. 
Suitable  receptacles  for  expectoration  shall  be  provided  in  all 
factories  and  workshops  by  the  proprietors  thereof,  the  same  to  be 
of  such  form  and  construction  and  of  such  number  as  shall  be  satis- 
factory to  the  board  of  health  of  the  city  or  town  in  which  the 
factory  or  workshop  is  situated. 

Section  3.  This  act  shall  take  effect  upon  its  passage.  [Ap- 
proved June  13,  1907. 

Chapter  570,  Acts  of  1907. 

An  Act  relative  to  the  hours  of  labor  of  laborers,  workmen 
and  mechanics. 

Be  it  enacted,  etc.,  as  follows: 

Section  1.  Section  one  of  chapter  five  hundred  and  seventeen  of 
the  acts  of  the  year  nineteen  hundred  and  six,  as  amended  by  section 
one  of  chapter  two  hundred  and  sixty-nine  of  the  acts  of  the  year 
nineteen  hundred  and  seven,  is  hereby  further  amended  by  striking 
out  the  word  "  Saturday in  the  thirteenth  line,  and  inserting  in 
place  thereof  the  word :  —  weekly,  —  and  by  adding  at  the  end  of 
the  section  the  words :  —  This  section  shall  not  apply  to  persons 
employed  in  any  state,  county  or  municipal  institution,  on  the  farm, 
or  in  the  care  of  the  grounds,  in  the  stable,  in  the  domestic  or  kitchen 
and  dining-room  service,  or  in  storerooms  and  otfices,  —  so  as  to 
read  as  follows :  —  Section  1.  Eight  hours  shall  constitute  a  day's 
work  for  all  laborers,  workmen  and  mechanics  now  or  hereafter 
employed  by  or  on  behalf  of  the  Commonwealth,  or  of  any  county 
therein,  or  of  any  city  or  town  which  has  accepted  the  provisions  of 
section  twenty  of  chapter  one  hundred  and  six  of  the  Revised  Laws. 
No  laborer,  workman  or  mechanic  so  employed  shall  be  requested 
or  required  to  work  more  than  eight  hours  in  any  one  calendar  day 
or  more  than  forty-eight  hours  in  any  one  week  except  in  cases  of 
extraordinary  emergency.  Only  a  case  of  danger  to  property,  to  life, 
to  public  safety  or  to  public  health  shall  be  considered  a  case  of 
extraordinary  emergency  within  the  meaning  of  this  section.  Engi- 
neers shall  be  considered  mechanics  within  the  meaning  of  this  act. 
But  in  cases  where  a  weekly  half -holiday  is  given  the  hours  of  labor 
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upou  the  other  working  daj-s  of  the  week  may  be  increased  suflB- 
ciently  to  make  a  total  of  forty-eight  hours  for  the  week's  work. 
Threat  of  loss  of  employment  or  threat  to  obstruct  or  prevent  the 
obtaining  of  emplo^Tnent,  or  threat  to  refrain  from  employing  in 
the  future  shall  be  considered  requiring,  withm  the  meaning  of  this 
section.  This  section  shall  not  apply  to  persons  employed  m  any 
state,  county  or  municipal  institution,  on  the  farm,  or  in  the  care  of 
the  grounds,  in  the  stable,  in  the  domestic  or  kitchen  and  dining- 
room  ser\'ice,  or  in  storerooms  and  offices. 

Sectiox  2.  This  act  shall  take  effect  upon  its  passage.  [Ap- 
proved June  29,  1907. 

Chapter  577,  Acts  of  1907. 

Ax  Act  to  provide  for  oxe  day's  rest  ix  sevex. 

Be  it  enacted,  etc.,  as  follows : 

Sectiox  1.  Except  in  cases  of  emergency  or  except  at  the  request 
of  the  employee,  it  shall  not  be  lawful  for  any  person,  partnership, 
association  or  corporation  to  require  an  employee  engaged  in  any 
commercial  occupation,  or  in  the  work  of  any  industrial  process,  or 
in  the  work  of  transportation  or  communication,  to  do  on  the  Lord's 
day  the  usual  work  of  his  occupation,  unless  such  employee  is  allowed 
during  the  six  days  next  ensuing  twenty-four  consecutive  hours 
without  labor. 

Sectiox  2.  This  act  shall  not  be  construed  as  authorizing  any 
work  on  the  Lord's  day  not  now  authorized  by  law;  nor  as  applying 
to  fann  or  personal  sei-vice,  to  druggists,  to  watchmen,  to  superin- 
tendents or  managers,  to  janitors,  or  to  persons  engaged  in  the 
transportation,  sale  or  deliveiy  of  milk,  food  or  newspapers. 

Sectiox  3.  Whoever  violates  the  prorisions  of  this  act  shall  be 
punished  by  a  fine  of  not  more  than  fifty  dollars  for  each  offence. 

Sectiox  4.  This  act  shall  take  effect  on  the  first  day  of  October 
in  the  year  nineteen  hundred  and  seven.    [Approved  June  28,  1907. 


BUILDING  INSPECTION  DEPARTMENT. 
Report  of  Ixspector  Axsel  J.  Chexey. 
Class  No.  1.    District  No.  1. 

Sir  :  —  I  respectfully  submit  my  report  of  work  for  the  year 
ending  Oct.  31,  1907. 

Class  No.  1,  District  No.  1,  Essex  County,  comprises  many  large 
manufacturing  cities,  whose  people  are  of  many  nationalities.  One 
of  the  most  worthy,  as  well  as  the  most  natural,  ambitions  of  a  pro- 
gressive people  is  to  provide  a  home.    Many  tenement  houses  are 
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now  being  erected  in  this  district  by  our  inhabitants,  some  of  them 
understanding  but  Kttle  of  our  language  and  knowing  less  of  our 
laws;  and  this  class  of  people,  while  ha\ing.  the  best  intentions,  are 
nevertheless  hard  to  make  understand  that  they  must  do  more  than 
erect  a  building  in  the  cheapest  possible  manner  and  with  the  least 
possible  expense,  and  when  thing-s  have  to  be  done  for  the  safety 
and  protection  of  the  occupants  of  the  buildings,  it  requires  a  great 
deal  of  time  and  attention  to  convince  them  that  something  must  be 
done  to  prevent  the  spread  of  fire.  They  are  apt  to  look  upon  it  as 
an  unnecessary^  expense,  and  have  a  disposition  to  get  out  of  it  if 
they  can,  and  if  they  can't,  to  do  the  least  possible.  These  cases 
have  to  be  looked  after  wdth  a  great  deal  of  attention  and  time,  and 
again  we  have  to  visit  them  or  remain  in  doubt  as  to  their  being 
properly  fire-stopped. 

The  Legislature  of  1907  passed  a  law  transferiing  certain  sec- 
tions of  chapter  106  of  the  Re\'ised  Laws  to  the  inspection  depart- 
ment of  the  State  Board  of  Health,  among  them  sections  5-4  and  55, 
which  provided  that  public  buildings  and  schoolhouses  shall  be 
properly  ventilated  and  provided  with  proper  sanitary  appliances. 
As  these  laws  were  formerly  enforced  by  the  inspection  department, 
I  have  been  called  upon  by  many  architects  to  consider  plans  for 
remodellmg  or  installing  a  new  heating  and  ventilating  system;  also 
for  the  toilet  provisions  in  these  buildings,  and  they  have  been  very 
nuich  surprised  when  informed  that  I  could  not  consider  this  matter, 
as  my  authority  had  been  transferred  to  another  department. 

The  large  number  of  new  buildings  that  have  been  erected  in  this 
district  this  year  have  called  for  a  great  many  visits  to  buildings 
under  construction,  and  a  large  part  of  my  time  has  been  spent 
looking  after  the  fire-stopping  in  them,  as  I  believe  that  much  of  the 
protection  required  by  law  for  the  occupants  of  such  places  can 
better  be  provided  for  at  the  time  the  building  is  being  built  than 
afterwards. 

There  has  sprung  up  during  the  past  year  a  great  demand  for  the 
inspector  at  places  being  fitted  up  for  movmg-picture  shows,  as 
under  section  49,  chapter  104  of  the  Revised  Laws,  no  city  or  town 
can  issue  a  license  to  open  these  places  until  they  produce  the  in- 
spector's certificate,  and  oftentimes  several  visits  are  made  to  each 
of  these  places  before  they  are  put  in  condition  to  gj-ant  a  certifi- 
cate. Picture  shows  require  a  dark  house,  and  I  have  adopted  the 
rule  from  the  start  not  to  allow  any  steps  or  stairs  in  that  part  of 
the  house  making  rises  by  inclines,  and  thus  avoiding  the  possibility 
of  the  patrons  being  piled  up  at  the  foot  of  the  steps  in  case  of  a 
rush  from  the  house. 

In  conclusion,  I  wish  to  say  that  I  have  met  with  but  little  oppo- 
sition in  the  performance  of  my  duties,  and  such  as  has  been  en- 
countered has  come  from  a  class  of  people  Hot  ignorant  of  the  laws. 
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Buildings  or  establishments  ^^isited,  ....  681 
Inspections  made  (not  including  elevators),  .  .  .  261 
Orders  issued  (written,  21;  verbal,  140),  .  .  .  161 
Orders  complied  with  (written,  21;  verbal,  140),  .  .  161 
Cases  and  complaints  investigated,  including  accidents,  11 

Building  plans  received,  126 

Changes  in  plans  ordered  or  recommended,  .  .  .98 
Certificates  issued  for  buildings,  37 

Report  of  Inspector  John  J.  Sheehan. 
Classes  A^os.  1  and  2.   District  No.  1. 

Sir  :  —  I  respectfully  submit  a  tabulated  report  of  the  work  per- 
formed by  me  in  District  No.  1  for  the  year  ending  Oct.  31,  1907. 

There  is  little  new  to  say  about  the  ordinary  work  of  inspection; 
it  is  about  the  same  from  year  to  year,  except  as  new  methods  and 
new  machinery  are  brought  into  use  and  new  laws  are  passed  by  the 
Legislature.  A  great  deal  of  the  work  of  the  inspector  cannot  be 
reported  in  all  its  detail,  for  if  that  were  done  there  would  be  much 
less  time  in  which  to  do  the  work. 

Complaints  that  are  made  must  be  investigated,  and  sometimes 
require  considerable  time,  and  in  more  than  half  the  complaints  there 
is  no  merit,  for  the  complainants  are  either  mistaken  about  the  facts 
or  the  law  bearing  on  the  case. 

The  law  in  relation  to  the  emplojonent  of  women  and  minors  in 
factories  and  workshops  has  been  lived  up  to  very  faithfully;  but  the 
employment  of  illiterate  minors  has  caused  considerable  trouble,  on 
account  of  the  false  statements  in  regard  to  their  age  by  those  hav- 
ing them  in  charge.  As  there  is  no  evidence  at  hand  to  prove  the 
statements  false,  although  we  have  every  reason  to  believe  them  so, 
there  is  no  remedy,  and  to-day  we  are  obliged  to  allow  them  to  work 
in  the  factories. 

There  were  a  number  of  complaints  made  in  regard  to  the  em- 
plojTuent  of  women  in  mercantile  establishments  last  December,  the 
week  preceding  Christmas;  and  after  a  careful  investigation  I  found 
no  evidence  to  warrant  me  in  prosecuting  the  employers,  except 
one  in  Kewburyport,  made  by  a  young  woman  who  was  not  only 
positive  that  she  had  been  employed  illegally,  but  was  williAg  to 
testify  to  that  effect  in  court.  I  procured  a  warrant,  and  when  the 
case  was  tried  her  employer  and  his  clerk  proved  that  she  was  mis- 
taken, and  defendant  was  discharged. 

Elevators  are  a  constant  source  of  anxiety  on  the  part  of  the 
inspector.  In  some  factories  they  are  inspected  regularly  by  a  com- 
petent machinist,  and  in  others  they  are  scarcely  looked  after  at  all, 
notably  in  the  larger  factories,  where  there  are  several  tenants,  no 
one  in  charge,  elevators  used  by  express  and  truck  men,  or  any  one 
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who  wishes  to  use  them.  They  are  liable  to  be  out  of  order  at  any 
time.  Safety  appliances  cannot  always  be  relied  upon,  for  some- 
times when  they  appear  to  be  all  right  they  fail  to  work  in  an 
emergency. 

In  July  I  was  notified  to  take  part  of  the  work  that  has  been 
performed  by  Inspector  Cheney,  such  as  lodging  and  tenement 
houses,  hotels  and  halls  seating  under  four  hundred,  and  the  egress 
from  all  factory  buildings;  and  I  have  devoted  a  great  part  of  my 
time  to  ha\TLng  the  new  law  relating  to  exit  signs  complied  with. 

In  inspected  nearly  all  the  summer  hotels  on  the  North  Shore,  and 
was  obliged  to  send  hardly  any  orders  to  the  persons  operating  them. 


Buildings  or  establishments  ^^sited,  ....  1,050 

Inspections  made  (not  including  elevatoi-s),    .       .  795 

Elevators  inspected,   115 

Males  employed,  30,445 ;  females,  13,997 ;  total,  .  44,442 
Males  between  fourteen  and  sixteen  employed,  149 ; 

females,  171;  total,   320 

Orders  issued  (written,  125;  verbal,  35),  .       .       .  160 

Orders  complied  with  (written,  116;  verbal,  35),  .  151 
Orders  in  process  of  compliance  (written,  9;  verbal, 

none),   9 

Cases  and  complaints  investigated,  including  acci- 
dents,   85 

Moving-picture  machines  inspected,  ....  25 

Moving-picture  machines  tagged,    ....  19 

Mo\Tng-picture  operators  examined,       ...  40 

Mo^g-picture  operators  licensed,  ....  34 

Prosecutions  made,   1 


Report  of  Ixspector  Charles  E.  Burfitt. 
Class  No.  1.    District  No.  2. 

Sir  :  —  I  respectfully  submit  a  tabulated  report  for  the  year 
ending  Oct.  31,  1907. 

There  is  very  little  cliange  from  year  to  year  in  regard  to  my 
duties  as  building  inspector.  A  few  changes  have  been  made  in 
the  laws,  which  affect  the  department  to  which  I  have  been  assigned. 
The  amendment  to  chapter  104,  section  25,  Revised  Laws,  as  amended 
by  chapter  503,  Acts  of  1907,  is  in  regard  to  marking  all  exits  of 
public  buildings,  public  or  private  institutions,  schoolhouses,  churches, 
theatres,  public  halls,  places  of  assemblage  or  places  of  public  re- 
sort, and  all  buildings  where  ten  or  more  pei'sons  are  employed  above 
the  second  story  in  a  factory,  workshop,  mercantile  or  other  estab- 
lishment, with  letters  not  less  than  five  inches  high. 

The  filing  of  plans  for  new  buildings  causes  the  inspector  quite  a 
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good  deal  of  trouble,  as  some  architects  seem  to  think  it  is  quite 
unnecessary.  In  my  judgment  the  wording  of  the  law  should  be 
changed,  making  it  more  stringent;  for,  as  I  understand  the  law  as 
it  reads  at  the  present  time,  the  inspector  cannot  enforce  the  law 
imtil  the  building  is  erected.  This  does  not  give  the  inspector  a 
chance  to  see  that  fire-stopping  is  properly  done  in  compliance  with  • 
the  State  requirements. 


Buildmgs  or  establishments  visited,  ....  275 
Inspections  made  (not  including  elevators),  .       .       .  445 

Elevators  inspected,  4 

Ordei-s  issued  (written,  48;  verbal,  20),  .  .  .  .68 
Orders  complied  with  (written,  38;  verbal,  15),  .  .  53 
Orders  in  process  of  compliance  (written,  10;  verbal,  5),  15 
Cases  and  complaints  investigated,  including  accidents,  6 

Building  plans  received,  39 

Changes  in  plans  ordered  or  recommended,    .       .  .16 

Certificates  issued  for  buildings,  8 

Moving-picture  machines  inspected,      ....  6 


Report  of  Inspector  Charles  Adams. 
Class  No.  1.    Districts  Nos.  2  and  5. 

Sir  :  —  I  respectfully  submit  my  report  of  work  for  the  year 
ending  Oct.  31, 1907. 


Buildings  or  establishments  visited,  ....  515 
Inspections  made  (not  including  elevators),  .  .  .  133 
Orders  issued  (written,  73;  verbal,  11),  .  .  .  .84 
Orders  complied  with  (written,  36;  verbal,  11),  .  .  47 
Ordei-s  in  process  of  compliance  (written,  37;  verbal, 

none),  37 

Cases  and  complaints  investigated,  including  accidents,  8 

Building  plans  received,  40 

Changes  in  plans  ordered  or  recommended,   .       .  .20 

Certificates  issued  for  buildings,  29 

Moving-picture  machines  inspected,      .       .       .  .21 

Moving-picture  machines  tagged,  16 

Moving-picture  machine  operators  examined,  .  .  20 
Moving-picture  machine  operators  licensed,  .       .  .20 

Prosecutions  made,  1 

Amount  of  fines  and  costs  paid,  $50 
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Report  of  Inspector  Henry  Splaine. 
Class  iVo.  1.    District  No.  3. 

Sir  :  —  I  respectfully  submit  my  report  of  work  for  the  year 
ending  Oct.  31, 1907. 

Buildings  or  establishments  visited,       ....  326 

Inspections  made  (not  including  elevators),  .       .       .  200 

Elevators  inspected,   12 

Orders  issued  (wiitten,  71;  verbal,  51),  .       .       .       .  122 

Ordei-s  complied  with  (written,  56;  verbal,  51),    .       .  107 
Orders  in  process  of  compliance  (written,  15;  verbal, 

none),  ..........  15 

Cases  and  complaints  investigated,  including  accidents,  .  6 

Building  plans  received,   12 

Changes  in  plans  ordered  or  recommended,    .       .  .13 

Certificates  issued  for  buildings,   43 


Report  of  Inspector  Hexry  J.  Bardwell. 
Class  No.  1.    Districts  Nos.  3  and  6. 

Sir  :  —  I  respectfully  submit  the  following  summary  of  the  work 
performed  by  me  in  Districts  Nos.  3  and  6,  during  the  year  ending 
Oct.  31,  1907. 

As  usual,  much  of  my  time  has  been  taken  up  in  consultation  with 
architects,  owners  and  committees,  in  the  perfecting  of  plans  re- 
garding egress,  heating  and  ventilation,  and  changes  and  alterations 
in  halls  to  better  conform  to  existing  laws,  and  such  work  which  is 
impossible  to  tabulate. 

All  theatres  and  public  halls  in  my  districts  have  been  carefully 
inspected,  the  former  monthly  and  the  latter  semi-annually,  as  re- 
quired by  the  mandatory  provisions  of  the  statutes  relating  thereto; 
and  all  orders,  both  written  and  verbal,  have  as  a  rule  been  promptly 
and  cheerfully  complied  with,  both  managers  and  owners  being  fully 
sensible  of  the  responsibility  resting  upon  them  to  provide  all  pos- 
sible protection  to  their  patrons. 

The  provisions  of  the  statute  enacted  by  the  last  Legislature, 
requiring  exit  signs  to  be  placed  at  all  points  of  egress  in  churches, 
schoolhouses  and  other  public  buildings,  not  before  covered  by  exist- 
ing laws,  are  being  enforced  as  rapidly  as  possible. 

Buildings  or  establishments  visited.  ....  352 
Inspections  made  (not  including  elevators).  .  .  .  239 
Orders  issued  (written,  107;  verbal,  152),  .  259 

Orders  complied  with  (written,  81;  verbal,  131),   .       .  212 
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Orders  in  process  of  compliance  (written,  26;  verbal, 


21),  47 

Building  plans  received,  50 

Changes  in  plans  ordered  or  recommended,  .  .  .15 
Certificates  issued  for  buildings,  5 


Report  or  Inspector  Frederick  W.  Merriam. 
Class  No.  1.    Districts  Nos.  3,  4  and  9. 

Sir  :  —  I  respectfully  submit  my  report  of  work  for  the  •year 
ending  Oct.  31, 1907. 

For  various  reasons,  the  number  of  plans  of  new  buildings  filed 
with  me  during  the  past  year  is  much  less  than  the  year  previous. 
In  several  cases  plans  and  estimates  were  procured,  but  laid  over 
for  future  consideration. 

The  usual  amount  of  time  has  been  devoted  to  the  inspection  of 
theatres  and  public  halls,  the  testing  of  ventilating  systems  of  public 
and  school  buildings,  and  the  examination  of  plans  and  consultations 
with  architects,  engineers  and  committees. 


Buildings  or  establishments  visited,  .  .  .  .  279 
Inspections  made  (not  including  elevators),  .  .  .123 
Orders  issued  (written,  35;  verbal,  69),  .  .  .  .  104 
Orders  complied  with  (written,  21;  verbal,  60),  .  .81 
Orders  in  process  of  compliance  (written,  14;  verbal,  9),  23 
Cases  and  complaints  investigated,  including  accidents,  8 

Building  plans  received,  20 

Changes  in  plans  ordered  or  recommended,  .  .  .19 
Certificates  issued  for  buildings,  3 


Report  of  Inspector  Edwin  Y.  Brown. 
Class  No.  1.    Districts  Nos.  3,  4  and  9. 

Sir  :  —  I  respectfully  submit  my  report  of  work  for  the  year 
ending  Oct.  31, 1907. 


Buildings  or  establishments  visited,  ....  701 
Inspections  made  (not  including  elevators),  .  .  .  134 
Orders  issued  (written,  23;  verbal,  105),  .  .  .  128 
Orders  complied  with  (written,  21;  verbal,  85),  .  .  106 
Orders  in  process  of  compliance  (written,  2;  verbal, 

20),  22 

Cases  and  complaints,  investigated,  including  accidents,  3 

Building  plans  received,  26 

Changes  in  plans  ordered  or  recommended,  ...  5 
Certificates  issued  for  buildings,  126 
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Report  of  Inspector  Joseph  M.  Dyson. 
Class  No.  1.    District  No.  5. 

Sir  :  —  I  respectfully  submit  my  report  of  work  for  the  year 
ending  Oct.  31, 1907. 


Building's  or  establishments  visited,  ....  348 
Inspections  made  (not  including  elevators),  .       .       .  210 

Elevators  inspected,  1 

Orders  issued  (written,  40;  verbal,  52),  .  .  .  .92 
Orders  complied  with  (written,  24;  verbal,  49),  .  .  73 
Orders  in  process  of  compliance  (written,  16 ;  verbal,  3) ,  19 
Cases  and  complaints  investigated,        .       .       .  .10 

Building  plans  received,  37 

Changes  in  plans  ordered  or  recommended,    .       .  .33 


Report  of  Inspector  Horace  F.  Ball. 
Class  No.  1.    Districts  Nos.  2  and  5. 

Sir  :  —  I  respectfully  submit  my  report  of  work  for  the  year 
ending  Oct.  31,  1907.  I  also  respectfully  submit  the  following  sup- 
plement to  tabulated  yearly  report,  herewith  rendered  as  per  order. 
This  will  show  work  done  which  does  not  appear  in  the  tabulated 
report. 

By  order  of  Aug.  8,  1906,  I  reported  at  the  Boston  office,  was 
assigned  to  duty  in  District  No.  2,  and  remained  there  until  trans- 
feiTed  to  branch  office  in  Worcester  for  duty  in  District  No.  5  by 
order  of  May  27,  1907. 

By  order  of  March  22,  1907,  I  was  directed  to  attend  to  work  in 
District  No.  6,  formerly  performed  by  Inspector  Tiemey,  and  per- 
formed work  in  said  district  until  relieved  by  order  of  Aug.  1,  1907. 

I  performed  twenty  days'  work  in  connection  with  other  inspectors 
in  Districts  Nos.  1,  2,  3,  5  and  6,  and  thirty  days'  work  in  connec- 
tion with  officers  of  detective  department ;  special  work  in  compliance 
with  orders  and  "details. 


Buildings  or  establishments  visited,  ....  555 
Inspections  made  (not  including  elevators),  .  .  .  327 
Orders  issued  (written,  35;  verbal,  27),  .  .  .  .62 
Orders  complied  with  (written,  30;  verbal,  19),  .  .49 
Orders  in  process  of  compliance  (written,  5;  verbal,  8),  13 

Cases  and  eomplamts  investigated,  8 

Building  plans  received,  41 

Changes  in  plans  ordered  or  recommended,  ...  4 
Certificates  issued  for  buildings,  35 


42       REPORT  CHIEF  OF  DISTRICT  POLICE.  [Jan. 


Movmg-picture  machines  inspected,       .       .       .  .21 

Moving-picture  machines  tagged,  10 

Moving-picture  machine  operators  examined,  .  .  30 
Moving-picture  machine  operators  licensed,  .       .  .29 


Report  of  Inspector  Lemuel  Pope. 
Class  No.  1.    District  No.  6. 

Sir  :  —  I  respectfully  submit  my  report  of  work  from  Aug.  1, 
1907,  to  Oct.  31,  1907. 


Buildings  or  establishments  visited,       ....  173 

Inspections  made  (not  mcluding  elevators),  .       .  .95 
Ordei-s  issued  (written,  48;  verbal,  19),  .       .       .  .67 

Orders  complied  with  (written,  21;  verbal,  5),     .  .26 
Orders  in  process  of  compliance  (written,  27;  verbal, 
14),     .       .......       .  .41 

Cases  and  complaints  investigated,  including  accidents,  4 

Building  plans  received,  15 

Changes  in  plans  ordered  or  recommended,  ...  7 
Moving-picture  machines  inspected,  ....  5 
Moving-picture  machines  tagged,  1 

Report  of  Inspector  John  F.  Tierney.^ 
Class  No.  1.    District  No.  6. 

Buildings  or  establishments  visited,  ....  139 
Inspections  made  (not  including  elevators),  .  .  .  133 
Orders  issued  (written,  25;  verbal,  27),  .  .  .  .52 
Orders  complied  with  (written,  18;  verbal,  19),  .  .37 
Orders  in  process  of  compliance  (wi'itten,  7;  verbal,  8),  15 

Building  plans  received,  5 

Changes  in  plans  ordered  or  recommended,  ...  2 
Moving-picture  machines  inspected,       ....  8 

Moving-picture  machines  tagged,  8 

Moving-picture  machine  operators  examined,  ...  4 
Moving-picture  machine  operators  licensed,  ...  4 


Report  of  Inspector  Warren  S.  Buxton. 
Class  No.  1.    District  No.  7. 

Sir  :  —  I  respectfully  submit  my  report  of  work  for  the  year 
ending  Oct.  31, 1907. 

In  making  my  annual  report,  I  find  that  I  have  been  eight  days 
on  special  duty  outside  of  my  district.   I  do  not  know  of  any  special 


1  From  Nov.  1,  1906,  to  May  31,  1907. 
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written  report  that  I  could  make  wliich  would  be  of  any  interest  to 
the  public,  as  I  have  in  the  past  made  such  suggestions  as  I  thought 
was  necessary,  and  I  see  no  reason  for  a  repetition  of  the  same. 


Buildmgs  or  establishments  visited,  ....  442 
Inspections  made  (not  including  elevators),  .  .  .  302 
Orders  issued  (written,  28;  verbal,  39),  .  .  .  .67 
Orders  complied  with  (written,  26;  verbal,  37),  .  .  63 
Orders  in  process  of  compliance  (written,  2;  verbal,  2),  4 
Cases  and  complaints  investigated,  including  accidents,  4 

Building  plans  received,  86 

Changes  in  plans  ordered  or  recommended,    .       .  .35 

Certificates  issued  for  buildings,  72 

Moving-picture  machines  inspected,  .  .  .  .  1 
Moving-picture  machines  tagged,  1 


FACTORY  INSPECTION  DEPARTMENT. 
Report  of  Inspector  Malcolm  Sillars. 
Districts  Nos.  1  and  9. 

Sir  :  —  In  compliance  with  your  order,  I  respectfully  submit  the 
report  of  labor  performed  by  me  for  the  year  ending  Oct.  31,  1907. 

For  nine  months  of  the  year  I  had  the  whole  of  the  double  District 
No.  9,  and  on  Aug.  1,  1907,  I  was  transferred  to  District  No.  1,  with 
headquarters  in  Salem.  In  District  No.  9  a  good  part  of  my  time 
was  taken  up  with  the  dust  law,  so  called,  providing  fans  or  blowers 
in  factories  where  emery  wheels  were  used  (chapter  475,  Acts  of 
1903) ;  also  the  foundry  law  (chapter  250,  Acts  of  1906),  to  provide 
suitable  sanitary  conditions  in  foundries.  The  moving-picture  halls 
and  theatres,  the  licensing  of  operators  and  examining  and  tagging 
machines  took  a  great  deal  of  time.  While  the  evening  schools  of 
Boston  were  in  session  I  had  complaints  eveiy  day  of  illiterate  minors 
who  were  not  attending  evening  school,  and  I  had  to  investigate  and 
report  on  the  same. 

Of  the  court  cases,  two  of  them  were  for  having  children  under 
fourteen  years  of  age  on  the  stage  after  7  p.m.  One  was  convicted, 
and  fined  $25;  and  the  other  was  fined  $50.  An  employer  was  also 
fined  one  cent  for  employing  an  illiterate  minor. 

Car  heating  required  but  little  time  this  year.  I  was  out  but  three 
days,  and  found  no  cases  meriting  criticism.  By  chapter  537,  Acts  of 
1907,  the  enforcement  of  the  sanitation  and  ventilation  and  dust 
laws  has  been  taken  away  from  us,  and  given  to  the  new  health  in- 
spectors of  the  State  Board  of  Health. 
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In  conclusion,  I  will  say  that  I  am  becoming  familiar  with  my  new 
district,  and  like  it  veiy  much. 


Buildings  or  establishments  \'isited,  ....  947 

Inspections  made  (not  including  elevators),      .       .  523 

Elevators  inspected,   64 

Males  employed,  29,392;  females,  8,997;  total,  .  .  38,389 
Males  between  fouileen  and  sixteen  employed,  499; 

females,  463;  total,   962 

Ordei-s  issued  (written,  10;  verbal,  129),   ...  139 

Ordei^s  complied  with  (written,  8;  verbal,  115), .  .  123 
Orders  in  process  of  compliance  (written,  2;  verbal, 

14),   16 

Complaints  and  cases  investigated,  including  acci- 
dents,   92 

Mo™g-picture  machines  inspected,  ....  81 

Moving-picture  machines  tagged,      ....  51 

Moving-picture  machine  operators  examined,    .       .  75 

Mo^-ing-picture  machine  operators  licensed,      .       .  63 

Prosecutions  made,   3 

Amount  of  fines  and  costs  paid,   $75.01 


Report  of  Inspector  Frank  C.  Wasley. 
Districts  Nos.  1  and  2. 

Smi — I  respectfully  submit  my  report  of  work  for  the  year 
ending  Oct.  31,  1907,  in  the  first  and  second  districts. 

Business  has  been  exceedingly  prosperous,  and  a  good  feeling  now 
prevails  between  the  operatives  and  employers  in  all  the  different 
manufactories  under  my  supervision. 

I  will  also  state  that  some  of  the  labor  unions  misunderstand  the 
8-hour  law  for  cities  and  towns  now  on  the  statutes.  They  think  it  is 
a  ^4olation  of  the  law  if  any  one  is  employed  over  8  hours  in  any 
one  day.  I  have  tried  to  impress  upon  their  minds  that  a  male  over 
eighteen  years  of  age  can  be  employed  for  any  number  of  hours, 
pro\4ded  he  receives  extra  pay  for  overtime  work;  but  they  do  not 
seem  to  agi'ee  with  my  interpretation  of  this  law,  and  insist  that  it 
is  a  violation  to  work  over  8  hours. 

I  find  all  agents  and  managers  of  the  different  manufactories 
ready  and  willing  to  comply  in  a  courteous  manner  with  any  sug- 
gestions that  I  may  make. 


Buildings  or  establishments  visited,   ....  805 

Inspections  made  (not  including  elevators),     .       .  484 

Elevators  inspected,   71 

Males  employed,  39,771;  females,  26,550;  total,  .       .  66,321 
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Males  between  fourteen  and  sixteen  employed,  1,801 ; 

females,  1,273;  total,   3,074 

Orders  issued  (written,  160;  verbal,  64),  .       .       .  224 

Orders  complied  with  (written,  156;  verbal,  64),  .  220 
Orders  in  process  of  compliance  (written,  4;  verbal, 

none),   4 

Cases  and  complaints  investigated,  including  acci- 
dents,   44 

Moving-picture  machines  inspected,  ....  22 

Movmg-picture  machines  tagged,      ....  7 

Moving-picture  machine  operators  examined,    .       .  21 

Moving-picture  machine  operators  licensed,       .       .  17 

Prosecutions  made,   1 

Amount  of  fines  and  costs  paid,        .       .       .       .  $20 


Report  of  Inspector  Arlon  S.  Atherton. 
District  A^o.  2. 

Sir  :  —  I  respectfully  submit  a  summary  of  my  work  for  the  year 
ending  Oct.  31,  1907. 

I  have  nothing  new  to  add  to  what  has  been  said  in  former  years 
regarding  the  enforcement  of  the  various  laws,  other  than  that  the 
ruling  of  the  Attorney-General  in  December  last,  relative  to  the  in- 
spection of  elevators  in  cities  that  have  an  inspector  of  buildings, 
has,  in  a  district  like  No.  2,  composed  of  nine  cities  and  twenty-six 
towns,  taken  off  quite  a  load,  and  given  more  time  for  the  enforce- 
ment of  other  laws. 

I  would  suggest,  however,  as  I  have  in  former  years,  that  every 
firm  or  eorporation  should,  where  elevators  are  used,  have  a  com- 
petent man  in  charge  of  such  elevators,  and  allow  no  others  to  run 
them.  In  elevator  accidents  investigated,  in  practically  all  cases 
the  accident  occurred  through  no  fault  of  the  elevator,  but  through 
carelessness  of  some  one,  which  might  have  been  avoided  had  there 
been  a  regular  man  in  charge  of  said  elevator. 

I  have  in  my  work  received  valuable  assistance  from  the  local 
police  of  cities  and  towns  in  the  district,  also  from  superintendents 
of  schools  and  truant  ofSeers,  for  which  I  am  truly  grateful. 


Buildings  or  establishments  visited,  ....  993 

Inspections  made  (not  including  elevators),     .       .  649 

Elevators  inspected,   161 

Males  employed,  44,694 ;  females,  19,549 ;  total,  .  64,243 
Males  between  fourteen  and  sixteen  employed,  716; 

females,  802;  total,   1,518 

Orders  issued  (written,  83;  verbal,  115),  .       .       .  198 

Orders  complied  with  (written,  71;  verbal,  96),       .  167 
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Orders  in  process  of  compliance  (written,  12;  verbal, 


19),   31 

Cases  and  complaints  investigated,  including  acci- 
dents,   95 

Moving-picture  machines  inspected,  ....  21 

Moving-picture  machines  tagged,      ....  20 

Moving-picture  machine  operators  examined,    .       .  34 

Moving-picture  machine  operators  licensed,      .       .  30 

Prosecutions  made,   4 

Amount  of  fines  and  costs  paid,   $60 


Report  of  Inspector  Samuel  L.  Ryan. 
Districts  Nos.  2^  3  and  9. 

Sir  :  —  I  respectfully  submit  the  report  for  my  district,  compris- 
ing parts  of  Districts  Nos.  2,  3  and  9,  for  the  year  ending  Oct.  31, 
1907. 

I  found  conditions  in  the  towns  of  Wellesley  and  Needham,  which 
were  added  to  my  district  at  the  conamencement  of  the  year,  some- 
what lax  in  the  requirements  of  the  law,  but  found  employers  de- 
sirous to  conform  to  the  law.  The  employers  generally  have  been 
educated  to  the  importance  of  having  school  certificates  on  file,  and 
I  find  few  employees  without  such  certificate,  and  no  cases  of  working 
overtime. 

I  would  recommend  that  the  law  be  so  amended  that  a  fee  may  be 
charged  for  tagging  moving-picture  machines,  also  a  fee  for  licens- 
ing the  operators. 


Buildings  or  establishments  visited,  ....  767 

Inspections  made  (not  including  elevators),     .       .  *574 

Elevators  inspected,   30 

Males  employed,  10,711;  females,  6,336;  total,  .  .  17,047 
Males  between  fourteen  and  sixteen  employed,  163; 

females,  236;  total,   399 

Orders  issued  (written,  none;  verbal,  231),       .       .  231 

Orders  complied  with  (Avritten,  none;  verbal,  174),  .  174 
Orders  in  process  of  compliance  (written,  none; 

verbal,  57),   57 

Cases  and  complaints  investigated,  including  acci- 
dents,   35 

Moving-picture  machines  inspected,  ....  34 

Moving-picture  machines  tagged,      ....  34 

Moving-picture  machine  operators  examined,    .       .  34 

Moving-picture  machine  operators  licensed,      .       .  34 

Prosecutions  made,   1 

Amount  of  fines  and  costs  paid,        ....  filed 
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Report  of  Inspector  William  J.  McKeever. 
Districts  Nos.  3  and  4. 

Sir  :  —  I  respectfully  submit  my  report  of  work  for  the  year 
ending-  Oct.  31,  1907. 

The  territory  over  which  I  have  jurisdiction  consists  of  Barn- 
stable, Plymouth  and  the  greater  part  of  Norfolk  counties,  and  com- 
prises two  cities  and  sixty-six  towns,  many  of  the  latter  have  but 
few  industries,  and  considerable  travel  is  required  in  reaching  them. 
Although  these  establishments  are  generally  small,  and  employ  but 
few,  they  have  been  given  the  same  attention  as  the  larger  concerns ; 
in  fact,  it  has  been  in  many  of  these  out-of-the-way  places  that 
satisfaction  is  often  expressed  by  the  employers  and  employees  at 
the  visit  of  the  inspector.  One  feels  amply  repaid  for  the  time 
spent  in  inspecting  establishments  of  this  kind,  especially  after  hav- 
ing had  guarded  in  a  satisfactory  manner  some  dangerous  machine, 
belt  or  opening  in  the  floor. 

A  number  of  firms  have  removed  to  this  district  during  the  past 
year,  the  majority  of  them  coming  from  Boston  or  Adcinity,  while 
two  fair-sized  mills  have  come  from  Rhode  Island.  In  addition  to 
the  above  are  several  new  enterprises  which  give  evidence  of  being 
a  decided  acquisition  to  the  locality  in  which  they  are  situated. 
The  above  industries  are  located  principally  in  the  city  of  Quincy 
and  in  the  towns  of  Franklin,  Hanson  and  Middleborough.  In  the 
city  of  Brockton  and  in  the  towns  of  Abington,  Plymouth,  Braintree, 
Norwood  and  Bourne  extensive  additions  have  been  made,  or  are  in 
progress,  to  several  of  the  present  plants  by  the  erection  of  new 
buildings  or  by  additions  to  existing  ones,  which  will  give  employ- 
ment to  a  greater  number  of  people.  A  decided  falling  off  in  indus- 
tries was  noted  in  Stoughton  and  Weymouth,  several  large  firms 
having  gone  out  of  business,  the  premises  remaining  idle.  Every- 
thing considered,  busmess  has  been  in  a  decidedly  prosperous  condi- 
tion on  this  district,  although  employers  in  certain  lines  complained 
of  the  scarcity  of  skilled  help. 

Of  the  1,173  inspections  made,  199  were  of  mercantile  establish- 
ments and  168  of  factories  and  workshops  that  were  visited  a  second 
time  and  a  complete  inspection  made,  leaving  a  total  of  806  indi- 
vidual factories  and  workshops  that  were  inspected  by  me  during 
the  year.  Two  written  orders  were  not  complied  with  at  the  time 
certain  important  duties  of  this  department  were  transferred  to  the 
State  Board  of  Health;  four  verbal  orders  were  complied  with  that 
were  carried  over  from  last  year;  and  there  remains  at  the  present 
time  a  compliance  with  two  verbal  orders. 

A  most  important  feature  of  factory  inspection,  and  one  in  which 
the  inspector  must  use  good  judgment,  is  the  proper  guarding  of 


48      EEPORT  CHIEF  OF  DISTRICT  POLICE.  [Jan. 


dangerous  machinery,  shafting,  etc.  A  large  number  of  verbal  orders 
have  been  issued  in  this  respect,  all  of  which  have  been  cheerfully- 
complied  with.  The  means  of  communication  between  the  different 
rooms  in  which  machinery  is  located  and  the  room  in*  which  the  engi- 
neer is  stationed  have  all  been  tried  out.  Where  incomplete,  or 
results  were  not  satisfactory,  a  new  system  has  been  installed,  or  the 
old  one  put  in  proper  condition.  In  addition,  a  number  of  estab- 
lishments which  were  not  so  equipped  have  installed  such  communi- 
cation by  means  of  bells,  speaking  tubes  or  telephones,  or  have 
provided  means  of  controlling  the  power  by  engine  stops,  clutches,  or 
such  means  as  best  suited  to  the  individual  ease.  The  most  satis- 
factory results  have  been  obtained  in  several  instances,  and  owners 
have  expressed  themselves  as  well  pleased  with  its  operation. 

The  elevator  is  to-day  recognized  as  a  most  important  and  neces- 
sary machine  in  a  factory  building.  I  consider  it  dangerous;  it  is 
the  least  looked  after,  and  in  most  eases  any  one  may  operate  it. 
All  elevators  have  been  thoroughly  inspected  and  safety  devices 
tested,  and,  although  but  few  have  been  posted  as  dangerous,  it  has 
frequently  been  found  necessary  to  caution  owners  and  superintend- 
ents of  the  danger  from  not  keeping  the  guards  in  position  or  from 
the  carelessness  exercised  in  operation.  As  I  said  in  my  last  report, 
all  elevators,  whether  used  for  freight  or  passengers,  should  be  in 
charge  of  and  operated  by  a  competent  person.  Much  of  the  un- 
pleasantness arising  in  factory  buildings,  especially  where  the  ele- 
vator is  used  in  common  by  a  number  of  occupants,  would  be  avoided 
were  this  system  adopted. 

That  the  laws  passed  by  our  Legislature  in  regard  to  the  employ- 
ment of  minors  and  the  educational  requirements  necessary  to  pro- 
cure a  certificate  that  will  permit  of  employment  are  wise  and  pro- 
gressive is  more  and  more  evident  to  the  inspector.  It  is  in  the 
enforcement  of  these  laws  that  the  greatest  amount  of  time  is  spent, 
especially  while  the  evening  schools  are  in  session.  While  employers 
of  this  class  of  help,  generally  speaking,  make  every  effort  to  comply 
with  the  laws,  the  utmost  care  has  been  exercised  that  a  minor 
employed  shall  be  legally  employed.  In  giving  this  attention  to 
detail,  cases  have  come  to  my  attention  where  the  employer  has  been 
deceived  as  to  age,  not  only  by  the  minor  but  by  the  parents  as  well. 
The  employment  of  such  persons  has  been  forbidden  until  satisfac- 
tory evidence  has  been  presented  to  the  inspector  that  they  were  of 
the  age  claimed.  I  have  received  the  co-operation  of  employers  in 
investigating  such  cases,  and  instances  have  occurred  where,  even 
after  the  minor  procured  the  necessary  certificate,  further  employ- 
ment has  been  refused,  not  only  by  their  former  employer,  but  by 
other  firms  in  the  same  town  who  had  heard  of  the  deception  prac- 
tised. 

Five  prosecutions  have  been  made  during  the  year  for  employing 
minors  under  fourteen  years  of  age,  a  fine  being  imposed  and  paid 
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in  each  case.  An  employer  of  a  minor  under  sixteen  years  of  age 
without  an  age  and  schooling  certificate  on  file  pleaded  guilty,  and 
his  case  was  placed  on  file.  For  the  employment  of  a  woman  in  a 
restaurant  more  than  fifty-eight  hours  in  a  week  the  proprietor 
was  fined  $50  in  the  lower  court,  and  appealed.  Before  the  Supe- 
rior Court  at  Plymouth  a  jury  returned  a  verdict  of  guilty,  which 
was  later  set  aside  by  the  judge  on  a  motion  for  a  new  trial.  I  also 
assisted  Officer  Ellis  in  the  prosecution  of  the  manager  of  a  theatre 
in  New  Bedford  and  the  operator  of  a  moving-picture  machine  in 
the  same  house  for  violating  the  rules  and  regulations  of  this  de- 
partment governing  such  machines. 

In  the  performance  of  my  duties  as  a  factory  inspector  I  have 
endeavored  at  all  times  to  maintain  the  respect  and  co-operation  of 
owners  and  employers,  that  by  so  doing  the  policy  of  this  depart- 
ment might  be  carried  out  in  obtaining  the  best  results  possible  with 
the  least  friction. 


Buildings  or  establishments  visited,  ....  465 

Inspections  made  (not  including  elevators),     .       .  1,173 

Elevators  inspected,   229 

Males  employed,  47,910;  females,  14,769;  total,  .  62,679 
Males  between  fourteen  and  sixteen  employed,  569; 

females,  332;  total,   901 

Orders  issued  (written,  37;  verbal,  324),   .       .       .  361 

Orders  complied  with  (written,  35;  verbal,  322),      .  357 
Orders  in  process  of  compliance  (written,  2^;  verbal, 

2),  .       .       ....       •       .       .       •  4 

Cases  and  complaints  investigated,  including  acci- 
dents,  57 

Moving-picture  machines  inspected,  ....  28 

Moving-picture  machines  tagged,      ....  22 

Moving-picture  machine  operators  examined,    .       .  26 

Moving-picture  machine  operators  licensed,      .       .  23 

Prosecutions  made,   7 

Amount  of  fines  and  costs  paid,        ....  $62.77 


Report  of  Inspector  Charles  A.  Dam. 
District  No.  5. 

Sir  :  —  I  respectfully  submit  my  report  of  work  for  the  year 
ending  Oct.  31,  1907.  Inspections  and  visits  to  mercantile  estab- 
lishments are  not  included  in  this  report. 

Buildings  or  establishments  visited,  564 

Inspections  made  (not  including  elevators),  .  .  541 
Elevators  inspected,  203 


1  Duties  transferred  to  State  Board  of  Health. 
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Males  employed,  40,770 ;  females,  17,762 ;  total,        .  58,532 
Males  between  fourteen  and  sixteen  employed,  1,760 ; 

females,  1,010 ;  total,   2,770 

Orders  issued  (written,  15;  verbal,  265),  .       .       .  280 

Orders  complied  with  (written,  15;  verbal,  262),      .  277 
Orders  in  process  of  compliance   (written,  none; 

verbal,  3),   3 

Cases  and  complaints  investigated,  including-  acci- 
dents,   32 

Prosecutions  made,   4 

Amount  of  fines  and  costs  paid,        .       .       .       .  $150 

Report  of  Ixspector  Robert  Ellis. 
District  No.  6. 

Sir  :  —  I  respectfully  submit  my  report  of  work  for  the  year 
ending  Oct.  31,  1907. 

Buildings  or  establishments  visited,  ....  776 

Inspections  made  (not  including  elevators),      .       .  361 

Elevators  inspected,   118 

Males  employed,  47,183 ;  females,  31,490 ;  total,        .  78,673 
Males  between  fourteen  and  sixteen  employed,  1,882 ; 

females,  1,778;  total,   3,660 

Orders  issued  (written,  75 ;  verbal,  163),  .       .       .  238 

Orders  complied  with  (written,  71;  verbal,  163),      .  234 
Orders  in  process  of  compliance  (written,  4;  verbal, 

none),    4 

Cases  and  complaints  investigated,  including  acci- 
dents,   89 

Moving-picture  machines  inspected,  ....  28 

Moving-picture  machines  tagged,      ....  25 

Moving-picture  machine  operators  examined,    .       .  45 

Moving-picture  machine  operators  licensed,       .       .  38 

Prosecutions  made,   2 

Amount  of  fines  and  costs  paid,  on  file. 

Report  of  Inspector  James  R.  Howes. 
District  No.  7. 

Sir  :  —  I  respectfully  submit  my  report  of  work  for  the  year 
ending  Oct.  31,  1907. 

Buildings  or  establishments  visited,  ....  581 

Inspections  made  (not  including  elevators),      .  "     .  392 

Elevators  inspected,   170 

Males  employed,  39,430;  females,  22,562;  total,        .  61,992 
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Males  between  fourteen  and  sixteen  employed,  1,234; 

females,  1,245 ;  total,   2,479 

Orders  issued  (written,  32;  verbal,  251),  .       .       .  283 

Orders  complied  with  (written,  31;  verbal,  240),  .  271 
Orders  in  process  of  compliance  (written,  1;  verbal, 

11),        •   12 

Cases  and  complaints  investigated,  including  acci- 
dents,  ■".       .  125 

Certificates  issued  for  buildings  (hotels),  .       .       .  29 

Movmg-picture  machmes  inspected,   ....  17 

Moving-picture  machines  tagged,       ....  17 

Moving-picture  machine  operators  examined,     .       .  20 

Moving-picture  machine  operators  licensed,       .       .  19 

Prosecutions  made,   3 

Amount  of  fines  and  costs  paid,   $40 


Report  of  Inspector  James  W.  Hoitt. 
Classes  Nos.  1  and  2.   District  No.  8. 

Sir  :  —  I  respectfully  submit  my  report  of  work  for  the  year  end- 
ing Oct.  31,  1907. 

District  No.  8  includes  Berkshire  and  Franklin  counties,  mspection 
of  factories  and  public  buildmgs.  The  general  condition  is  very 
good.  I  find  a  less  number  of  minors  under  sixteen  years  of  age 
than  in  former  reports,  and  a  willingness  to  conform  to  all  laws 
on  the  part  of  both  manufacturers  and  the  people.  I  have  given 
considerable  attention  to  the  mercantile  establishments,  and  the  law 
is  well  observed  by  the  proprietors. 


Buildings  or  establishments  visited,    ....  254 

Inspections  made  (not  including  elevators),      .       .  236 

Elevators  inspected,   44 

Males  employed,  12,403;  females,  5,477;  total,  .  .  17,880 
Males  between  foui-teen  and  sixteen  employed,  349; 

females,  316;  total,   665 

Orders  issued  (written,  16;  verbal,  35),    .       .       .  51 
Orders  complied  with  (written,  13;  verbal,  33),       .  46 
•  Orders  in  process  of  compliance  (written,  3;  ver- 
bal, 2),   5 

Cases  and  complaints  investigated,  including  acci- 
dents,   13 

Building  plans  received,  ■    .  18 

Changes  in  plans  ordered  or  recommended,       .       .  10 

Moving-picture  machines  inspected,  ....  17 

Moving-picture  machines  tagged,      ....  17 

Moving-picture  machine  operators  examined,    .       .  21 

Moving-picture  machine  operators  licensed,       .       .  21 
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Report  of  Inspector  John  E.  Griffin. 
Districts  Nos.  3  and  9. 

Sir  :  —  I  respectfully  submit  my  report  of  work  for  the  year  end- 
ing Oct.  31,  1907,  which  includes  work  assigned  to  me  in  Districts 
Nos.  3  and  9. 

Buildings  or  establishments  visited,    ....  953 

Inspections  made,  1,158 

Males  employed,  2,278 ;  females,  2,492 ;  total,     .       .  4,770 
Males  between  fourteen  and  sixteen  employed,  89; 

females,  41;  total,  130 

Orders  issued  (written,  27;  verbal,  129),    .       .       .  156 
Orders  complied  with  (written,  25;  verbal,  97),  .       .  122 
Orders  in  process  of  compliance  (written,  none;  ver- 
bal, 34),  34 

Cases  investigated,  including  accidents,  ...  11 
Moving-picture  machines  inspected,  ....  17 
Moving-picture  machines  tagged,  ....  17 
Moving-picture  machine  operators  examined,  .  .  3 
Moving-picture  machine  operators  licensed,        .       .  3 

Prosecutions  made,  •      .       .  6 

Amount  of  fines  and  costs  paid,  $155 

The  following  is  the  report  of  work  performed  in  the  enforce- 
ment of  the  law  relating  to  the  manufacture  of  clothing  in  tenement 
and  dwelling  houses  from  Nov.  1,  1906,  to  Aug.  6,  1907,  when  the 
enforcement  of  the  law  was  transferred  to  the  State  Board  of 
Health.' 

Buildings  visited,  763 

Inspections  made,  681 

Licenses  granted,  256 

Licenses  renewed,  118 

Licenses  refused,  91 

Licenses  transferred,  12 

Licenses  revoked,  58 

Licenses  outstanding  Aug.  6,  1907,  ....  371 
Males  employed,  438 ;  females,  357 ;  total,    .       .  .795 


1  Included  in  the  yearly  statistical  report 
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Males  between  fourteen  and  sixteen  employed,  3;  fe- 


males, 2;  total,  5 

Orders  issued  (written,  17;  verbal,  7),  .  .  .  .  24 
Orders  complied  with  (written,  15;  verbal,  7),     .       .  22 

Complaints  investigated,  6 

Prosecutions  made,  5 

Amount  of  fines  paid,  $105 


Report  of  Inspector  John  H.  Plunkett. 
District  No.  9,  and  Special  Duty. 

Sir  :  —  I  respectfully  submit  my  report  of  work  for  the  year 
ending  Oct.  31,  1907,  which  includes  work  assigned  to  me  in  District 
No.  9,  and  special  duty. 

From  June  19  to  Aug.  9,  1907,  or  during  the  period  between  the 
enactment  of  the  health  inspectors  bill,  and  the  appointment  of  the 
health  inspectors,  I  have  by  your  order  enforced  the  provisions  of 
the  law  relating  to  the  making  of  wearing  apparel,  particularly  the 
license  feature  of  the  law;  have  extended  to  the  health  inspectors 
such  assistance  as  they  requested,  and  have  turned  over  to  those  who 
applied  for  them  the  name  and  address  of  persons  holding  licenses, 
and  also  all  names  of  applicants  on  file. 

I  have  devoted  all  or  part  of  twenty  days  during  the  year  to  special 


duty,  by  order  of  superior  officers. 

Buildings  or  establishments  visited,    ....  1,208 

Inspections  made,   941 

Males  employed,  3,542 ;  females,  2,143 ;  total,     .       .  5,685 
Males  between  fourteen  and  sixteen  employed,  51 ;  fe- 
males, 119 ;  total,   170 

Orders  issued  (written,  9;  verbal,  193),      .       .       .  202 

Orders  complied  with  (written,  8;  verbal,  113),  .  .  121 
Orders  in  process  of  compliance  (written,  1;  verbal, 

80),   81 

Cases  and  complaints  investigated,  including  accidents,  27 

Moving-picture  machines  inspected,    ....  3 

Moving-picture  machines  tagged,        ....  3 

Moving-picture  machine  operators  examined,      .       .  8 

Moving-picture  machine  operators  licensed,  ...  4 

Prosecutions  made,   1 


The  following  is  the  report  of  work  performed  on  special  assign- 
ment for  the  enforcement  of  the  law  relating  to  the  manufacture  of 
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clothing  in  tenement  and  dwelling  houses  from  Nov.  1,  1906,  to  Aug. 
6,  1907,  when  the  enforcement  of  the  law  was  transferred  to  the 
State  Board  of  Health.' 

Buildings  visited,   1,109 

Inspections  made,   663 

Licenses  granted,   212 

Licenses  renewed,   206 

Licenses  refused,   242 

Licenses  transferred,   68 

Licenses  revoked,   471 

Licenses  outstanding  Aug.  6,  1907,      ....  567 
Males  employed,  897 ;  females,  575 ;  total,   .       .       .  1,472 
Males  between  fourteen  and  sixteen  employed,  1;  fe- 
males, 18;  total,   19 

Orders  issued  (written,  9;  verbal,  65),        ...  74 

Orders -coniplied  with  (written,  8;  verbal,  52),    .       .  60 

Complaints  investigated,   15 

Prosecutions,   1 

The  following  is  the  report  of  work  performed  from  Aug.  6  to 
Oct.  31,  1907.' 

Buildings  or  establishments  visited,     ....  99 

Inspections  made,   278 

Males  employed,  2,645 ;  females,  1,568 ;  total,     .       .  4,213 
Males  between  fourteen  and  sixteen  employed,  50 ;  fe- 
males, 101;  total,   151 

Orders  issued  (written,  none;  verbal,  128),  .       .       .  128 

Orders  complied  with  (written,  none;  verbal,  61),      .  61 
Orders  in  process  of  compliance   (written,  none; 

verbal,  67),   67 

Cases  and  complaints  investigated,  including  accidents,  12 

Moving-picture  machines  inspected,    ....  3 

Moving-picture  machines  tagged,       ....  3 

Moving-picture  machine  operators  examined,     .       .  8 

Moving-picture  machine  operators  licensed,       .       .  4 


1  Included  in  yearly  statistical  report. 
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Report  of  Inspector  Charles  S.  Clerke. 
District  No.  9. 

Sir  :  —  I  respectfully  submit  my  report  of  work  for  the  year 
ending  Oct.  31,  1907. 

Buildings  or  establishments  visited,  ....  436 

Inspections  made,   960 

Males  employed,  15,964;  females,  10,696;  total,       .  26,660 
Males  between  fourteen  and  sixteen  employed,  293; 

females,  640;  total,   933 

Orders  issued  (written,  55;  verbal,  398),  .       .       .  453 

Orders  complied  with  (written,  55;  verbal,  383),     .  438 
Orders  in  process  of  compliance  (written,  none; 

verbal,  15  ^),   15 

Cases  and  complaints  investigated,  including  acci- 
dents,   104 

Moving-picture  machines  inspected,  ....  73 

Moving-picture  machines  tagged,      ....  68 

Moving-picture  machine  operators  examined,  .       .  28 

Moving-picture  machine  operators  licensed,     .       .  26 

Prosecutions  made,   6 

Amount  of  fines  paid  (costs  not  known),  .       .       .  $120 

Report  of  Inspector  Joseph  Halstrick."^ 
District  No.  9. 

Buildings  or  establishments  visited,     ....  64 

Inspections  made,   236 

Males  employed,  3,487;  females,  2,798;  total,     .       .  6,285 
Males  between  fourteen  and  sixteen  employed,  284; 

females,  252;  total,   536 

Orders  issued  (written,  38;  verbal,  39),     .       .       .  77 

Orders  complied  with  (written,  29;  verbal,  29),  .       .  58 
Orders  in  process  of  compliance  (written,  9;  verbal, 

10),   19 

Cases  and  complaints  investigated,  including  acci- 
dents,   11 


^  Seven  parties  gone  out  of  business. 
«  From  Nov.  1,  1906,  to  June  30,  1907 
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Report  of  Inspector  Horace  W.  Rand/ 


District  No.  9. 

Buildings  or  establishments  visited,  ....  201 

Inspections  made  (not  including  elevators),     .       .  181 

Elevators  inspected,   2 

Males  employed,  9,292;  females,  4,927;  total,  .  .  14,219 
Males  between  fourteen  and  sixteen  employed,  187; 

females,  323;  total,   510 

Orders  issued  (written,  46;  verbal,  46),    .       .       .  92 

Orders  complied  with  (written,  29;  verbal,  29),  .  58 
Orders  in  process  of  compliance  (written,  17;  verbal, 

17),   34 

Cases  and  complaints  investigated,  including  acci- 
dents,   9 

Moving-picture  machines  inspected,  ....  2 

Moving-picture  machines  tagged,     ....  2 

Mo™g-picture  machine  operators  examined,   .       .  9 

Moving-picture  machine  operators  licensed,     .       .  9 


Report  of  Inspector  Ernest  E.  Cleveland. 
District  No.  9. 

Sir  :  —  I  respectfully  submit  my  report  of  work  from  Oct.  14, 
1907,  to  Oct.  31,  1907,  inclusive,  as  I  did  not  report  for  duty  until 
Oct.  14,  1907. 


Buildings  or  establishments  visited,     ....  20 

Inspections  made,   20 

Males  employed,  219;  females,  163;  total,  .       .  .382 
Males  between  fourteen  and  sixteen  employed,  2;  fe- 
males, 34;  total,   36 

Orders  issued  (written,  none;  verbal,  20),  ...  20 

Orders  complied  with  (written,  none;  verbal,  1),  .  1 
Orders   in   process  of   compliance    (written,  none; 

verbal,  19),   19 

Cases  and  complaints  investigated,  including  accidents,  1 

Mo\'ing-picture  machine  operators  examined,     .       .  2 

Mov-ing-picture  machine  operators  licensed,        .       .  2 

Prosecutions  made,   1 

Amount  of  fines  and  costs  paid,   $100 


1  From  July  10  to  Sept.  23,  1907. 


1908.]        PUBLIC  DOCUMENT  — No.  32. 


57 


Report  of  Ixspector  Mary  E.  Halley. 
District  Ko.  6,  Special  Duty. 

Sir  :  —  I  respectfully  submit  my  report  of  work  for  the  year 
ending  Oct.  31,  1907. 


Buildings  or  establishments  visited,  ....  305 

Inspections  made   210 

Males  employed,  12,312 ;  females,  9,195 ;  total,  .  .  21,507 
Males  between  fourteen  and  sixteen  employed,  438; 

females,  467 ;  total,   905 

Orders  issued  (written,  62;  verbal,  19),    .       .       .  81 

Orders  complied  Avith  (written,  62;  verbal,  19),       .  81 

Cases  and  complaints  investigated,    ....  11 


Report  of  Ixspector  ;Maey  A.  Nason. 
District  No.  9,  Special  Duty. 

Sir  :  —  I  respectfully  submit  my  report  of  work  for  the  j^ear 
ending  Oct.  31,  1907. 


Buildings  or  establishments  visited,  ....  1,068 

Inspections  made   1,044 

Males  employed,  9,298 :  females,  17,549 ;  total,  .  .  26,847 
Males  between  fourteen  and  sixteen  employed,  418; 

females,  770;  total,   1,188 

Orders  issued  (written,  95;  verbal,  137),  .       .       .  232 

Orders  complied  with  (wi'itten,  94;  verbal,  137),  .  231 
Orders  in  process  of  compliance  (written,  1;  verbal, 

none),   1 

Cases  and  complaints  investigated,    ....  24 

Prosecutions  made,    .......  1 


58       REPORT  CHIEF  OF  DISTRICT  POLICE.  [Jan. 


Gkneral  Slmmary 


Inspectobs. 

Buildings  or  Establishments 
visited. 

Number  of  Inspections 
made. 

Elevators  inspected. 

Number  of  Males  employed. 

Number  of  Females  em- 
ployed. 

Total  Males  and  Females. 

Males  between  14  and  16. 

Females  between  14  and  16. 

Total  Males  and  Females 
between  14  and  16. 

Suildinff  fnspcctoTS. 

1 

Charles  Adams, 

515 

133 

rioruoc  x  .  x>aii. 

555 

327 

3 

Henry  J.  Bard  well. 

352 

239 

A 

» 

Edwin  \  .  T?rown,  • 

701 

134 

5 

Charles  E.  Burfitt,  . 

275 

445 

4 

6 

Warren  S.  Buxton, 

442 

302 

Ansel  J.  Cheney,    •  • 

681 

261 

8 

Joseph  M.  Dyson,  • 

34S 

210 

1 

9 

Frederick  W.  Merriam, . 

279 

123 

10 

Lemuel  Pope, 

173 

95 

11 

John  J.  Sheehan, 

1  050 

795 

115 

30  445 

13  997 

44  442 

149 

171 

320 

io 
iZ 

Henry  ^plaine. 

326 

200 

12 

IO 

John  F.  Tierney,'^  . 
Factory  Inspectors. 

139 

133 

14 

Arlon  S.  Atherton, .  . 

993 

649 

161 

44,694 

19.549 

64,243 

716 

802 

1,518 

cnaries  o.  cierKe,  . 

436 

960 

15,964 

10,696 

26,660 

293 

640 

933 

16 

Ernest  E.  Cleveland,^ 

20 

20 

219 

163 

382 

2 

34 

36 

17 

Charles  A.  Dam, 

564 

541 

203 

40,770 

17,762 

58,532 

1,760 

1,010 

2,770 

io 

itooert  Jiiiiis, 

776 

361 

118 

47,183 

31,490 

78,673 

1,882 

1,778 

3,660 

19 

Jonn  Hi.  (jrrimn,* 

953 

1,158 

2,278 

2,492 

4,770 

89 

41 

130 

Joseph  Halstrick,6  . 

64 

236 

3,487 

2,798 

6,285 

284 

252 

536 

91 

dames  vt  .  xioiii,     •  • 

254 

236 

44 

12,403 

5,477 

17.8bO 

349 

316 

665 

22 

James  R.  Howes,  . 

581 

392 

170 

39,430 

22,562 

61,992 

1,234 

1,245 

2,479 

23 

William  J.  McKeever,  . 

465 

1,173 

229 

47,910 

14,769 

62,679 

569 

332 

901 

24 

John  H.  I'lunkett,^ . 

1,208 

941 

3,542 

2,143 

5,685 

51 

119 

170 

25 

Horace  W.  Rand  ,7  . 

201 

181 

2 

9,292 

4,927 

14,219 

187 

323 

510 

26 

Samuel  L.  Ryan,  . 

767 

574 

30 

10,711 

6,336 

17,047 

163 

236 

399 

27 

Malcolm  Sillars, 

947 

523 

64 

29,392 

8,997 

38,389 

499 

463 

962 

28 

Frank  C.  Wasley,  . 

805 

484 

71 

39,771 

26,550 

66,321 

1,801 

1,273 

3,074 

29 

Mary  E.  Halley,  . 

305 

210 

12,312 

9,195 

21,507 

438 

467 

905 

30 

Mary  A.  Nason, 

1,068 

1,044 

9,298 

17,549 

26,847 

418 

770 

1,188 

Totals, 

16,243'  13,080 

i 

1,224 

399,101 

217,452 

616,553 

10,884 

10,272 

21,156 

1  Retired  as  Civil  War  veteran,  May  31,  1907. 

2  Including  7  gone  out  of  business. 

3  From  Oct.  14  to  Oct.  31,  1907. 

4  Transferred  from  clothing  inspection  to  factory  and  workshop  inspection. 
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OF  Inspections. 


Written  Orders  issued. 

Verbal  Orders  issued. 

Compliances,  Written. 

Compliances,  Verbal. 

Process  of  Compliance, 
Written. 

Process  of  Compliance, 
Verbal. 

Cases  and  Complaints  in- 
vestigated. 

Building  Plans  received. 

Changes  ordered  or  recom- 
mended. 

Certificates  issued  for 
Buildings. 

Moving-picture  Machines 
inspected. 

Moving-picture  Machines 
licensed. 

Moving-picture  Machine 
Operators  licensed. 

Number  of  Prosecutions. 

Amount  of  Fines. 

73 

11 

36 

11 

37 

_ 

8 

40 

20 

29 

21 

16 

20 

1 

$50  00 

1 

35 

27 

30 

19 

5 

8 

8 

41 

4 

35 

21 

10 

29 

2 

107 

152 

81 

131 

26 

21 

50 

15 

5 

3 

23 

105 

21 

85 

2 

20 

3 

26 

5 

126 

4 

48 

20 

38 

15 

10 

5 

6 

39 

16 

8 

6 

_ 

_ 

_ 

_ 

5 

28 

39 

26 

37 

2 

2 

4 

86 

35 

72 

1 

_ 

6 

21 

140 

21 

140 

11 

126 

98 

37 

7 

40 

52 

24 

49 

16 

3 

10 

37 

33 

8 

35 

69 

21 

60 

14 

9 

8 

20 

19 

3 

9 

48 

19 

21 

5 

27 

14 

4 

15 

5 

1 

_ 

_ 

_ 

10 

125 

35 

116 

35 

9 

85 

_ 

25 

19 

34 

1 

_ 

11 

71 

51 

56 

51 

15 

_ 

6 

12 

13 

43 

12 

25. 

27 

18 

19 

8 

5 

2 

8 

8 

4 

_ 

_ 

13 

83 

115 

71 

96 

12 

19 

95 

21 

20 

30 

4 

60  00 

14 

55 

398 

55 

383 

152 

104 

73 

68 

26 

6 

120  00 

15 

20 

19 

1 

2 

1 

100  00 

16 

15 

265 

15 

262 

3 

32 

4 

150  00 

17 

75 

163 

71 

163 

4 

89 

28 

25 

38 

2 

Filed. 

18 

27 

129 

25 

97 

34 

11 

17 

17 

3 

6 

$155  00 

19 

38 

39 

29 

29 

9 

10 

11 

20 

16 

35 

13 

33 

3 

2 

13 

18 

10 

17 

17 

21 

21 

32 

251 

31 

240 

1 

11 

125 

29 

17 

17 

19 

3 

40  00 

22 

37 

324 

35 

322 

2 

2 

57 

28 

22 

23 

7 

62  77 

23 

9 

193 

8 

113 

1 

80C 

27 

3 

3 

*  4 

1 

24 

46 

46 

29 

29 

17 

17 

9 

2 

2 

9 

25 

231 

174 

57 

35 

34 

34 

34 

Filed. 

26 

10 

129 

8 

115 

2 

14 

92 

81 

51 

63 

3 

$75  01 

27 

160 

64 

156 

64 

4 

44 

22 

7 

17 

1 

20  00 

28 

62 

19 

62 

19 

11 

29 

95 

137 

94 

137 

1 

24 

1 

30 

1,439 

3,305 

1,211 

2,934 

226 

373 

933 

515 

277 

387 

430 

338 

376 

42 

$832  78 

'=>  Retired  as  Civil  War  veteran,  .July  1,  1907. 

«  Including  14  transferred  to  niedic^il  inspectors  of  State  Board  of  Health. 
7  From  July  10  to  Sept.  23,  1907. 
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Recapitulation  of  Inspection  Department. 


Buildings  or  establishments  visited,        .       .       .  16,243 

Inspections  made  (not  including  elevators),    .       .  13,080 

Elevators  inspected,   1,224 

Males  employed,   399,101 

Females  employed,   217,452 

Total  males  and  females  employed,  ....  616,553 
Males  between  fourteen  and  sixteen  employed,       .  10,884 
Females  between  fourteen  and  sixteen  employed,    .  10,272 
Total  number  between  fourteen  and  sixteen  em- 
ployed,   21,156 

Orders  issued  (written,  1,439;  verbal,  3,305),  .       .  4,744 

Orders  complied  with  (written,  1,211 ;  verbal,  2,934),  4,145 
Orders  in  process  of  compliance  (written,  226; 

verbal,  373),   599 

Cases  and  complaints  investigated,  ....  933 

Building  plans  received,   515 

Changes  in  plans  ordered  or  recommended,     .       .  277 

Certificates  issued  for  buildings,      ....  387 

Moving-picture  machines  inspected,        .       .       .  430 

Moving-picture  machines  licensed,   ....  338* 

Moving-picture  machine  operators  licensed,     .       .  376 

Prosecutions  made,   42 

Amount  of  fines  paid,   $832.78 


Overtime, 

Overtime  employment  in  manufacturing  establishments  for  the 
year  ending  Oct.  31,  1907,  was  as  follows.  This  report  includes  all 
time  reported  as  lost  by  the  stopping  of  machinery,  whether  part  of 
the  factory  was^shut  down,  or  the  entire  factory. 

Time  reported  as  lost,  ....  273  hrs.,  11  min. 
Time  reported  as  made  up,      .       .       .  141  hrs.,  26  min. 


BOILER  INSPECTION  DEPARTMENT. 

The  addition  of  five  members  to  this  department  has  re- 
sulted in  the  redivdsion  of  the  districts,  as  shown  by  the 
assignment  of  districts  detailed  in  this  report,  so  that  seven- 
teen inspectors  are  each  detailed  to  a  certain  territory  for 
the  inspection  of  steam  boilers  and  examination  of  appli- 
cants for  licenses  as  engineers  or  firemen.  The  remaining 
two  inspectors  are  detailed  for  special  duty. 
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Chap.  451,  Acts  of  1907. 

An  Act  to  provide  for  additional  members  of  the  boiler  inspec- 
tion DEPARTMENT  OF  THE  DISTRICT  POLICE, 

Be  it  enacted,  etc.,  as  follows  : 

Section  1.  The  governor  is  hereby  authorized  and  directed  to 
appoint  five  additional  members  of  the  boiler  inspection  department 
of  the  district  police,  who  shall  be  licensed  enguieers  having  not  less 
than  five  years'  experience,  and  who  shall  be  not  above  forty-five 
years  of  age.  The  said  age  limit  shall  apply  hereafter  to  all  new 
appointments  in  said  boiler  inspection  department,  but  shall  not 
apply  to  any  reappointment  therein.  The  said  five  additional  mem- 
bers shall  be  detailed  for  the  inspection  of  boilers  and  the  examina-* 
tion  of  engineers  and  firemen,  and  shall  receive  the  same  compensa- 
tion now  received  by  the  present  inspectors  of  boilers.  There  may 
be  expended  from  the  treasury  of  the  Commonwealth  by  the  chief 
of  the  district  police  a  sum  not  exceeding  one  thousand  dollars  for 
investigation  work  and  for  apparatus  used  in  connection  with  the 
inspection  of  steam  boilers,  and  for  the  maintenance  of  apparatus 
used  by  the  boiler  inspection  department  in  the  examination  of  engi- 
neers and  firemen. 

Section  2.    This  act  shall  take  effect  upon  its  passage.  [Ap- 
proved May  24,  1907. 

Sections  78,  82,  84  and  85  of  chapter  102  of  the  Kevised 
Laws  have  been  amended  by  the  Legislature  of  this  year, 
and  the  law  relative  to  the  licensing  of  engineers  and  firemen 
now  reads :  — 

Section  78.  [As  amended  hy  chapter  373,  Acts  of  1907,  taking 
effect  Sept.  1,  1907.]  No  person  shall  have  charge  of  or  operate  a 
steam  boiler  or  engine  in  this  Commonwealth,  except  boilers  and 
engines  upon  locomotives,  motor  road  vehicles,  boilers  and  engines 
in  private  residences,  boilers  in  apartment  houses  of  less  than  five 
flats,  boilers  and  engines  under  the  jurisdiction  of  the  United  States, 
boilers  and  engines  used  for  agTicultural  purposes  exclusively,  boilers 
and  engines  of  less  than  eight  horse  power,  and  boilers  used  for 
heatmg  purposes  exclusively  which  are  provided  with  a  device  ap- 
proved by  the  chief  of  the  district  police  limiting  the  pressure  carried 
to  fifteen  pounds  to  the  square  inch,  unless  he  holds  a  license  as 
hereinafter  pro\'ided.  The  owner  or  user  o$  a  steam  boiler  or  engine, 
other  than  boilers  or  engines  above  excepted,  shall  not  operate  or 
cause  to  be  operated  a  steam  boiler  or  engine  for  a  period  of  more 
than  one  week,  unless  the  person  in  charge  of  and  operating  it  is 
duly  licensed. 
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Section  79.  If  such  steam  engine  or  boiler  is  found  to  be  in 
charge  of  or  operated  by  a  person  who  is  not  a  duly  licensed  engineer 
or  fireman  and,  after  a  lapse  of  one  week  from  such  time,  it  is  again 
found  to  be  operated  by  a  person  who  is  not  duly  licensed,  it  shall 
be  deemed  prima  facie  evidence  of  a  violation  of  the  provisions  of 
the  preceding  section. 

Section  80.  The  words  "  have  charge  "  or  "  in  charge  in  the 
two  preceding  sections,  shall  designate  the  person  under  whose  super- 
vision a  boiler  or  engine  is  operated.  The  person  operating  shall  be 
understood  to  mean  any  and  all  persons  who  are  actually  engaged 
in  generating  steam  in  a  power  boiler. 

Section  81.  [As  amended  by  chapter  310,  Acts  of  1905.]  Who- 
ever desires  to  act  as  engineer  or  fireman  shall  apply  for  a  license 
"therefor  to  the  examiner  of  engineers  for  the  city  or  town  in  which 
he  resides  or  is  employed,  upon  blanks  to  be  furnished  by  the  exam- 
iner. The  application  shall  be  accompanied  by  a  fee  of  one  dollar 
and  shall  show  his  total  experience.  '  Willful  falsification  in  the 
matter  of  statements  contained  in  the  application  shall  be  deemed 
sufficient  cause  for  the  revocation  of  said  license  at  any  time.  The 
applicant  shall  be  given  a  practical  examination  and,  if  found  com- 
petent and  trustworthy,  he  shall  receive,  within  six  days  after  the 
examination,  a  license  graded  according  to  the  merits  of  his  exam- 
ination, irrespective  of  the  grade  of  license  for  which  he  applies. 
The  applicant  shall  have  the  privilege  of  having  one  person  present 
during  his  examination,  who  shall  take  no  part  in  the  same,  but  who 
may  take  notes  if  he  so  desires.  No  person  shall  be  entitled  to 
receive  more  than  one  examination  within  ninety  days,  except  in  the 
case  of  an  appeal  as  hereinafter  provided.  A  license  shall  continue 
in  force  for  three  years,  or  until  it  is  revoked  for  the  incompetence 
or  untrustworthiness  of  the  licensee;  and  a  license  shall  remam  re- 
voked until  a  new  license  is  granted.  A  license,  unless  revoked,  shall 
be  renewed  by  an  examiner  of  engineers  upon  application  and 
without  examination,  if  the  application  for  renewal  is  made  within 
six  months  after  its  expiration.  If  a  new  license  of  a  different  grade 
is  issued,  the  old  license  shall  be  destroyed  in  the  presence  of  the 
examiner.  If  a  license  is  lost  by  fire  or  other  means,  a  new  license 
shall  be  issued  in  its  place,  without  re-examination  of  the  licensee, 
upon  satisfactory  proof  of  such  loss  to  an  examiner. 

Section  82.  [As  amended  by  chapter  373,  Acts  of  1907 ,  taking 
effect  Sept.  1,  1907.]  Licenses  shall  be  granted  according  to  the 
competence  of  the  applicant  and  shall  be  distributed  in  the  following 
classes :  —  Engineers'  licenses :  —  First  class,  to  have  charge  of  and 
operate  any  steam  plant.  Second  class,  to  have  charge  of  and  operate 
a  boiler  or  boilers,  and  to  have  charge  of  and  operate  engines,  no  one 
of  which  shall  exceed  one  hundred  and  fifty  horse  power,  or  to  op- 
erate a  first  class  plant  under  the  engineer  in  direct  charge  of  the 
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plant.  Third  class,  to  have  charge  of  and  operate  a  boiler  or  boilers 
not  exceeding  in  the  aggregate  one  hundred  and  fifty  horse  power, 
and  an  engine  not  exceeding  fifty  horse  power,  or  to  operate  a  second 
class  plant  under  the  engineer  in  direct  charge  of  the  plant.  Fourth 
class,  to  have  charge  of  and  operate  hoisting  and  portable  engines 
and  boilers.  Firemen's  licenses :  —  Extra  first  class,  to  have  charge 
of  and  operate  any  boiler  or  boilers.  First  class,  to  have  charge  of 
and  operate  any  boiler  or  boilers  where  the  pressure  carried  does  not 
exceed  twenty-five  pounds  to  the  square  inch,  or  to  operate  high 
pressure  boilers  under  the  engineer  or  fireman  in  direct  charge 
thereof.  Second  class,  to  operate  any  boiler  or  boilers  under  the 
engineer  or  fireman  in  direct  charge  thereof.  Any  person  holding  a 
first  class  or  second  class  fireman's  license  at  the  time  of  the  passage 
of  this  act  shall  receive  a  first  class  fireman's  license  under  this  act. 
A  person  holding  an  extra  first  or  first  class  fii-eman's  license  may 
operate  a  third  class  plant  under  the  engineer  in  direct  charge  of  the 
plant.  A  person  holding  an  engineer's  or  fireman's  license  who 
desires  to  have  charge  of  or  to  operate  a  particular  steam  plant  or 
type  of  plant  may,  providing  he  holds  an  engineer's  or  fireman's 
license,  if  he  files  with  his  application  a  written  request  signed  by 
the  owner  or  user  of  said  plant  for  such  examination,  be  examined 
as  to  his  competence  for  such  service  and  no  other,  and  if  found 
competent  and  trustworthy  shall  be  granted  a  license  for  such  ser- 
vice and  no  other.  No  special  license  shall  be  granted  to  give  any 
person  charge  of  a  plant  over  one  hundred  and  fifty  horse  power. 

Section  83.  The  horse  power  of  a  boiler  shall  be  ascertained 
upon  a  basis  of  three'  horse  power  for  each  square  foot  of  gxate 
surface,  for  a  power  boiler,  and  on  the  basis  of  one  and  one-half  horse 
power  for  each  square  foot  of  grate  surface,  if  the  boiler  is  used 
for  heating  purposes  exclusively.  The  engine  power  shall  be  reck- 
oned upon  a  basis  of  a  mean  effective  pressure  of  forty  pounds  per 
square  inch  of  piston  for  a  simple  engine;  fifty  pounds  for  a  con- 
densing engine;  and  seventy  pounds  for  a  compound  engine,  reck- 
oned upon  area  of  high  pressure  piston. 

Section  84.  [As  amended  by  chapter  373,  Acts  of  1907,  taking 
effect  Sept.  1,  1907.]  A  person  who  is  aggrieved  by  the  action  of  au 
examiner  in  refusing  or  revoking  a  license  may  appeal  therefrom 
to  the  remaining  examiners,  three  or  more  of  whom  shall  together 
act  as  a  board  of  appeal,  and  shall  have  the  power  to  hear  the  par- 
ties and  pass  upon  the  subjects  of  appeal.  If  appeal  is  taken  it  must 
be  within  one  month  after  the  decision  of  the  examiner.  The  appel- 
lant may  have  the  privilege  of  having  one  first  class  engineer  present 
during  the  hearing  of  his  appeal,  but  he  shall  take  no  part  therein. 
The  decision  of  the  majority  of  such  examiners  so  acting  as  a  board 
of  appeal  shall  be  final  if  approved  by  the  chief  of  the  district  police. 

Section  85.    [As  amended  hy  chapter  373,  Acts  of  1907,  taking 
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effect  Sept.  1,  1907.]  An  engineer's  or  fireman's  license,  granted 
under  the  provisions  of  the  seven  preceding  sections  or  the  corre- 
sponding provisions  of  earlier  laws,  shall  be  placed  so  as  to  be 
easily  read  in  a  conspicuous  place  in  the  engine  room  or  boiler  room 
of  the  plant  operated  by  the  holder  of  such  license.  The  person  in 
charge  of  a  stationary  steam  boiler  upon  which  the  safety  valve  is 
set  to  blow  off  at  more  than  twenty-five  pounds  pressure  to  the  square 
inch,  except  boilers  upon  locomotives,  motor  road  vehicles,  boilers  in 
private  residences,  boilers  in  apartment  houses  of  less  than  five  flats, 
boilers  under  the  jurisdiction  of  the  United  States,  boilers  used  for 
agricultural  purposes  exclusively,  and  boilers  of  less  than  eight 
horse  power,  shall  keep  a  daily  record  of  the  boiler,  its  condition 
when  under  steam  and  all  repairs  made  and  work  done  on  it,  upon 
forms  to  be  obtained  upon  application  from  the  boiler  inspection 
department.  These  records  shall  be  kept  on  file  and  shall  be  accessi- 
ble at  all  times  to  the  members  of  the  boiler  inspection  department. 

Section  86.  [As  amended  by  chapter  310,  Acts  of  1905.]  The 
boiler  inspection  department  of  the  district  police  shall  act  as  exam- 
iners and  enforce  the  provisions  of  the  eight  preceding  sections,  and 
whoever  violates  any  of  the  provisions  of  said  sections  shall  be 
punished  by  a  fine  of  not  less  than  ten  nor  more  than  three  hundred 
dollars  or  by  imprisonment  for  not  more  than  three  months.  A  trial 
justice  shall  have  jurisdiction  of  complaints  for  violations  of  the 
provisions  of  the  eight  preceding  sections,  and  in  such  cases  may 
impose  a  fine  of  not  more  than  fifty  dollars.  All  members  of  the 
boiler  inspection  department  of  the  district  police  shall  have  au- 
.thority  in  the  pursuance  of  their  duty  to  enter  any  premises  on  which 
a  boiler  or  engine  is  situated,  and  any  person  who  hinders  or  pre- 
vents or  attempts  to  prevent  any  state  boiler  inspector  from  so 
entering  shall  be  liable  to  the  penalty  as  specified  in  this  section. 

Under  the  provisions  of  the  previous  boiler  inspection  law 
an  annual  internal  and  external  inspection  of  steam  boilers 
by  this  department  was  required ;  but  under  the  present  law 
(section  3)  provision  is  made  for  an  annual  external  in- 
spection to  be  made  when  the  boiler  is  in  operation,  in 
addition  to  the  annual  internal  and  external  inspection,  thus 
giving  the  inspector  a  better  knowledge  of  the  boiler  and  its 
appendages  than  was  possible  bv  an  inspection  made  only  at 
a  time  when  the  boiler  was  not  in  operation. 

In  compliance  with  section  5  of  this  act,  64  applications, 
with  accompanying  requests  from  the  various  insurance  com- 
panies inspecting  and  insuring  boilers  in  this  Common- 
wealth, have  been  received,  and  53  certificates  of  compo- 
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tency  as  inspectors  of  steam  boilers  have  been  granted  upon 
examination. 

There  have  been  12,467  reports  of  annual  internal  and 
external  inspections  received  from  the  eight  insurance  com- 
panies during  the  year,  showing  an  increase  of  nearly  5  per 
cent,  in  the  number  of  boilers  insured  over  the  previous 
year. 

Every  one  of  these  reports  is  given  personal  supervision 
by  this  department,  and  a  large  volume  of  additional  V7ork 
is  caused  by  the  necessity  of  notifying  omiers  of  insured 
boilers  in  regard  to  recommendations  and  orders  issued  by 
the  respective  insurance  companies,  and  requests  to  owners 
to  comply  with  such  orders  before  filing  reports.  It  is  also 
necessary  in  a  large  number  of  cases  to  personally  interview 
the  0A\Tiers  of  boilers  before  compliance  with  orders  is 
effected. 

Due  care  is  also  taken  as  to  the  completeness  of  all  reports 
of  boiler  inspections,  orders,  examinations  and  renewal  of 
licenses,  by  members  of  this  department,  before  such  records 
are  filed. 

On  Dec.  6,  1906,  at  a  few  minutes  before  7  o'clock  in  the 
morning,  a  horizontal  return  tubular  boiler,  72  inches  in 
diameter  and  IS  feet  5  inches  in  length,  the  longitudinal 
joints  of  which  were  of  the  double-riveted  lap  type  construc- 
tion, exploded  at  the  factory  of  the  P.  J.  Harney  Shoe  Com- 
pany, Alley  Street,  Lynn,  resulting  in  the  destruction  of  the 
above  factory  and  the  surrounding  property  by  fire,  the  loss 
being  estimated  at  about  $422,000.  Several  persons  were 
injured,  but  none  fatally,  as  the  explosion  fortunately  took 
place  before  the  employees  had  assembled  for  the  day's  work. 

A  thorough  investigation  was  immediately  made  by  this 
department,  and  it  was  found  that  .the  explosion  was  caused 
by  a  lap  crack  on  the  middle  sheet.  The  initial  fracture 
being  on  the  inside  of  the  outside  lap,  it  was  not  possible  to 
locate  it  by  inspection  before  the  explosion  took  place. 

The  report  of  this  investigation  was  submitted  to  His  Ex- 
cellency the  Governor,  by  whom  it  was  forwarded  to  the 
Legislature  in  the  form  of  House  Bill,  IsTo.  16,  on  Jan.  3, 
1907. 
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Physical  tests  made  at  the  Massachusetts  Institute  of  Tech- 
nology, on  specimens  taken  from  the  ruptured  sheet  close  to 
the  point  of  fracture,  were  as  follows :  — 


Elastic  Limit 
(Pounds  per 
Square  Inch) . 

Ultimate 
;  Strength 
(Pounds  per 
Square  Inch). 

Elongation 
in 

Eight  Inches 
(Per  Cent.). 

Contraction 

of  Area 
(Per  Cent.). 

L,engthwise  of  sheet,  . 

31,100 

61,200 

19.2 

46.4 

Crosswise  of  sheet. 

28,500 

55,100 

21.5 

48.6 

A  chemical  analysis  made  at  the  AYatertown  arsenal,  of  a 
sample  taken  from  the  sheet  close  to  the  point  of  initial 
fracture,  showed:  sulphur,  .055  of  1  per  cent.;  phosphorus, 
.040  of  1  per  cent. 

Both  cold  and  quenched  bending  tests  of  specimens,  cut 
lengthwise  of  the  sheet  close  to  the  point  of  initial  fracture, 
were  made,  and  showed  both  specimens  bent  cold  180°, 
closed  down  upon  itself  without  fracture. 

The  rear  and  middle  course  sheets  were  stamped  "  Clyde- 
bridge  Steel,  60,000  T.  S.,  Firebox." 

The  result  of  these  tests  goes  to  show  that  the  fracture 
was'  caused  by  the  form  of  joint,  viz.,  lap-riveted,  rather  than 
the  quality  of  the  material  of  which  the  boiler  was  con- 
structed. 

Chapter  465,  Acts  of  1907. 

Ax  Act  relative  to  the  operation  and  inspection  of  steam 

BOILERS. 

Be  it  enacted^  etc.,  as  follows: 

Section  1.  All  steam  boilers  and  their  appurtenances,^  except 
boilers  of  railroad  locomotives,  motor  road  vehicles,  boilers  in  pri- 
vate residences,  boilers  in  public  buildings  and  in  apartment  houses 
used  solely  for  heating,  and  carrying  pressures  not  exceeding  fifteen 
pounds  per  square  inch,  and  having  less  than  four  square  feet  of 
grate  surface,  boilers  of  not  more  than  three  horse  power,  boilers 
used  for  horticultural  and  agricultural  purposes  exclusively,  and 
boilers  under  the  jurisdiction  of  the  United  States,  shall  be  thor- 
oughly inspected  internally  and  externally  at  intervals  of  not  over 
one  year,  and  shall  not  be  operated  at  pressures  in  excess  of  the  safe 
working  pressure  stated  in  the  certificate  of  inspection  hereinafter 
mentioned,  which  pressure  is  to  be  ascertained  by  rules  established 
by  the  board  of  boiler  rules,  to  be  appointed  as  hereinafter  pro- 


1908.]        PUBLIC  DOCUMENT  — No.  32. 


67 


vided;  aiid  shall  be  equipped  with  such  appliances  to  insure  safety 
of  operation  as  shall  be  prescribed  by  said  board.  All  such  boilers 
installed  after  January  first,  nineteen  hundred  and  eight,  shall  be 
so  inspected  when  installed.  No  certificate  of  inspection  shall  be 
granted  on  any  boiler  installed  after  May  first,  nineteen  hundred  and 
eight,  which  does  not  conform  to  the  rules  of  construction  formu- 
lated by  the  board  of  boiler  rules. 

Section  2.  Whoever  owns,  or  uses  or  causes  to  be  used,  any 
such  boiler,  unless  the  same  is  under  the  periodically  guaranteed 
inspection  of  insurance  companies  authorized  to  insure  boilers  in 
this  Commonwealth,  shall  annually  report  to  the  chief  of  the  district 
police  the  location  of  such  boiler. 

Section  3.  All  such  boilers  shall  also  be  inspected  externally 
at  least  once  each  year  when  in  operation,  and  it  shall  be  the  duty 
of  the  inspector  to  observe  the  pressure  of  steam  carried,  and  the 
general  condition  of  each  boiler,  and  to  ascertain  if  the  safety  valve, 
and  the  appliances  for  indicating  the  pressure  of  steam  and  level  of 
water  in  the  boiler,  are  in  proper  working  order.  No  person  shall 
remove  or  tamper  with  any  safety  appliance  prescribed  by  the  board 
of  boiler  rules,  and  no  person  shall  in  any  manner  load  the  safety 
valve  to  a  greater  pressure  than  that  allowed  by  the  certificate  of 
inspection. 

Section  4.  The  inspection  of  boilers  and  appurtenances  shall  be 
made  by  the  boiler  inspection  department  of  the  district  police, 
under  the  supervision  of  the  chief  inspector  of  boilers,  or  by  in- 
spectors of  such,  insurance  companies  as  have  complied  with  the 
laws  of  the  Commonwealth  and  are  authorized  to  insure  steam  boilers. 
Inspectors  of  boilers  hi  the  boiler  inspection  department  hereafter 
appointed  shall  not  be  subject  to  the  rules  of  the  civil  service  com- 
mission requiring  members  of  the  district  police  to  be  of  a  certain 
height  and  weight,  but  shall  be  appointed  solely  on  the  basis  of  their 
ability  and  competency  properly  and  thoroughly  to  inspect  steam 
boilers. 

Section  5.  No  person  shall  act  as  an  inspector  of  boilers  which 
are  under  the  periodically  guaranteed  inspection  of  companies  that 
have  complied  with  the  laws  of  this  Commonwealth,  unless  he  holds 
a  certificate  of  competency  as  hereinafter  provided. 

Section  6.  Whoever  desires  to  act  as  an  inspector  of  boilers,  as 
specified  in  section  five,  shall*  make  application  upon  blanks  to  be 
furnished  by  tW  chief  of  the  district  police.  Three  members  of  the 
boiler  inspection  department  shall  act  as  a  board  of  examiners.  The 
application  shall  show  the  total  experience  of  the  applicant  and  shall 
be  accompanied  by  a  letter  of  request  for  his  examination  from  the 
boiler  insurance  company  by  whom  he  is  or  is  to  be  employed. 
Wilful  falsification  in  the  matter  of  any  statement  contained  in  the 
application  shall  be  deemed  sufficient  cause  for  the  revocation  of 
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said  certificate  at  any  time.  The  applicant  shall  be  examined  as  to 
his  knowledge  of  the  construction,  installation,  maintenance  and 
repair  of  steam  boilers  and  their  appendages,  and,  if  found  compe- 
tent, he  shall  receive  a  certificate  of  competency  to  inspect  steam 
boilers  for  the  boiler  insurance  company  by  whom  he  is  or  is  to  be 
employed,  and  the  certificate  shall  continue  in  force  during  his 
employment  by  said  company,  unless  revoked  for  incompetency  or 
untrustworthiness.  When  a  person  ceases  to  be  employed  as  an 
inspector  by  a  boiler  insurance  company  the  insurance  company 
shall  notify  the  chief  of  the  district  police  of  the  matter,  giving 
the  reasons  therefor.  A  j^eriod  of  ninety  days  shall  elapse  between 
the  dates  of  examinations,  except  in  the  case  of  an  appeal  as  here- 
inafter provided.  The  certificate  of  competency  shall  be  revoked 
for  the  incompetence  or  untrustworthiness  of  the  holder  thereof, 
and  shall  remain  revoked  until  a  new  certificate  is  issued.  If  a 
certificate  is  lost  by  fire  or  other  cause  a  new  certificate  shall  b6 
issued  in  its  place,  upon  satisfactory  proof  of  such  loss,  without 
re-examination. 

Section  7.  A  person  who  is  refused  a  certificate  of  competency, 
or.  w^hose  certificate  is  revoked,  may  appeal  from  such  decision  to 
the  chief  of  the  district  police,  who  shall  grant  a  rehearing  of  the 
case  by  a  board  of  five  examiners,  no  one  of  whom  shall  have  acted 
as  an  examiner  in  the  former  instance,  whose  decision  shall  be  final 
if  approved  by  the  chief  of  the  district  police.  The  applicant  shall 
have,  the  privilege  of  having  one  representative  of  the  boiler  insur- 
ance company  by  whom  he  is  or  is  to  be  employed  present  during 
an  examination  or  the  hearing  of  an  appeal. 

Section  8.  Any  steam  boiler  insurance  company  which  issues  a 
certificate  of  inspection  signed  by  an  inspector  who  does  not  hold 
a  certificate  of  competency  may  have  its  authority  to  insure  steam 
boilers  revoked  by  the  commissioner  of  insurance  for  the  Common- 
wealth. Any  person  in  the  employ  of  a  steam  boiler  insurance 
company  who  applies  for  a  certificate  of  competency  as  an  in- 
spector of  boilers  before  this  act  takes  effect  shall  be  authorized  to 
inspect  boilers  until  his  application  is  passed  upon  by  the  proper 
authority. 

Section  9.  The  inspectors  of  the  boiler  inspection  department 
of  the  district  police  shall  make  reports  of  all  inspections  and  shall 
make  such  recommendations  to  the  chief  inspector  of  boilers  as 
they  may  deem  expedient. 

Section  10.  Eveiy  insurance  company  authorized  to  insure 
steam  boilers  within  the  Commonwealth  shall  forward  to  the  chief 
inspector  of  boilers,  within  fourteen  days  after  each  internal  and 
external  inspection  of  boilers  herein  required  to  be  inspected,  reports 
of  all  boilers  so  inspected  by  it.    Such  reports  shall  be  made  on 


1908.]        PUBLIC  DOCUMENT  — No.  32. 


69 


blanks  furnished  by  the  chief  inspector  of  boilers,  and  shall  contain 
all  orders  made  by  the  company  regarding-  the  boilers  so  inspected. 

Section  11.  Every  boiler  insurance  company  shall  report  imme- 
diately to  the  chief  inspector  of  boilers  the  name  of  the  owner  or 
user  and  the  location  of  every  boiler  herein  required  to  be  inspected, 
upon  which  they  have  cancelled  or  refused  insurance,  giving  the 
reasons  for  so  doing. 

Section  12.  Boilers  and  their  appurtenances  used  exclusively 
for  heating  purposes,  but  which  are  not  herein  required  to  be  in- 
spected, shall  be  provided  with  such  appliances  to  insure  safety 
as  shall  be  prescribed  by  the  board  of  boiler  rules,  and  it  shall  be 
the  duty  of  the  boiler  inspection  department  to  inspect  such  boilers 
upon  application  of  the  owner. 

Section  13.  The  owner  or  user  of  a  boiler  herein  required  to  be 
inspected  which  is  not  insured  by  a  boiler  insurance  company,  shall, 
after  due  notice,  prepare  the  boiler  for  internal  and  external  in- 
spection, at  the  appointed  time,  by  drawing  the  water  from  the 
boiler  and  removing  the  manhole  and  handhole  plates.  The  boiler 
inspection  department  shall  give  the  owner  at  least  fourteen  days' 
notice  to  prepare  boilers  for  this  inspection,  but  shall  not  be  re- 
quired to  give  notice  of  external  inspection. 

Section  14.  The  owner  or  user  of  a  boiler  inspected  by  the 
boiler  inspection  department  shall  pay  to  the  inspector  five  dollars 
for  each  boiler  internally  and  externally  inspected,  and  two  dol- 
lars for  each  visit  for  external  inspection.  The  ins.pector  shall  give 
receipts  for  the  same,  and  shall  pay  all  sums  so  received  to  the  chief 
inspector  of  boilei's,  who  shall  pay  the  same  to  the  treasurer  of  the 
Commonwealth. 

Section  15.  If,  upon  inspection  the  inspector  finds  the  boiler 
to  be  in  safe  working  order,  with  the  fittings  necessaiy  to  safety, 
and  properly  set  up,  he  shall  issue  to  the  owner  or  user  thereof 
a  certificate  of  inspection  stating  the  maximum  pressure  at  which 
the  boiler  may  be  operated,  as  ascertained  by  the  rules  established 
by  the  board  of  boiler  rules,  and  thereupon  such  owner  or  user 
may  operate  the  boiler  mentioned  in  the  certificate.  If  the  inspector 
finds  that  the  boiler  is  not  in  safe  working  condition,  or  is  not  pro- 
vided with  fittings  necessary  to  safety,  or  if  the  fittmgs  are  im- 
properly arranged,  he  shall  withhold  his  certificate  until  the  boiler 
and  its  fittings  are  put  in  a  condition  to  insure  safety  of  operation, 
and  the  owner  or  user  shall  not  operate  the  boiler,  or  cause  it  to  be 
operated,  until  such  certificate  has  been  granted. 

Section  16.  Every  boiler  which  has  been  inspected  by  the  boiler 
inspection  department  shall  be  nimibered  either  by  stamping  the 
number  upon  the  boiler  or  by  attaching  a  numbered  metal  tag  by  a 
seal  or  otherwise  to  the  boiler  or  its  fittings.    No  person  except  a 
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member  of  the  boiler  inspection  department  shall  deface  or  remove 
any  such  number  or  tag. 

Section  17.  Insurance  companies  engaged  in  the  business  of 
inspecting  and  insuring  steam  boilers  shall,  after  each  internal  and 
external  inspection,  if  they  deem  the  boiler  to  be  in  safe  working 
condition,  issue  a  certificate  of  inspection  stating  the  maximum 
pressure  at  which  the  boiler  may  be  operated.  This  maximum  pres- 
sure shall  be  determined  under  the  rules  established  by  the  board 
of  boiler  rules. 

Section  18.  No  insurance  company  shall  issue  a  policy  of  insur- 
ance on  a  steam  boiler  for  a  longer  period  than  three  years.  If  a 
boiler  is  insured  which  has  not  previously  been  inspected  externally 
and  internally  and  a  certificate  of  inspection  issued,  the  company 
so  insuring  shall  forthwith  notify  the  chief  of  the  boiler  inspection 
department  of  the  district  police  to  that  effect,  and  shall  inspect 
such  boiler  internally  and  externally  within  one  month  after  the 
insurance  is  effected.  No  insurance  shall  be  effected  on  any  boiler 
installed  after  May  first,  nineteen  hundred  and  eight,  which  does 
not  conform  to  the  rules  of  construction  formulated  by  the  board 
of  boiler  rules. 

Section  19.  The  certificate  of  inspection  issued  by  the  boiler 
inspection  department,  or  by  an*  insurance  company,  shall  state 
the  name  of  the  owner  or  user,  the  location,  size  and  number  of 
the  boiler,  the  date  of  inspection  and  the  maximum  pressure  at 
which  the  boiler  may  be  operated,  under  the  signature  of  the  person 
who  made  the  inspection,  and  shall  also  contain  such  quotations 
from  the  statutes  as  shall  be  deemed  necessary  by  the  board  of 
boiler  rules,  and  shall  so  be  placed  as  to  be  easily  read  in  the 
engine  room  or  boiler  room  of  the  plant  where  the  boiler  is  located, 
except  that  the  certificate  of  inspection  for  a  portable  boiler  shall 
be  kept  on  the  premises  and  shall  be  accessible  at  all  times. 

Section  20.  No  person  shall  use,  or  cause  to  be  used,  a  steam 
boiler,  excepting  boilers  upon  motor  road  vehicles,  steam  fire  engines, 
boilers  in  private  residences,  or  boilers  under  the  jurisdiction  of  the 
United  States,  unless  it  is  provided  with  a  fusible  safety  plug  made 
of  lead  or  some  other  equally  fusible  material,  as  specified  by  the 
rules  to  be  established  by  the  board  of  boiler  rules. 

Section  21.  The  owner  or  user  of  any  boiler  herein  required  to 
be  inspected  shall  immediately  notify  the  boiler  inspection  depart- 
ment, if  the  boiler  is  being  operated  under  the  inspection  of  that 
department,  or  the  insurance  company,  if  it  is  being  operated  under 
its  inspection,  in  case  a  defect  affecting  the  safety  of  the  boiler 
is  discovered. 

Section  22.  If  the  insurance  on  any  boiler  herein  required  to 
be  inspected  expires,  or  is  cancelled  because  the  insurers  deem  it 
unsafe  to  continue  the  operation  of  the  boiler,  the  owner  or  user 
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shall  cease  to  operate  it  until  it  has  been  put  in  a  safe  condition, 
satisfactory  to  the  insurers,  or  has  been  inspected  by  the  boiler 
inspection  department  and  a  certificate  of  inspection  has  been  issued. 

Section  23.  If,  in  the  judgment  of  the  inspector  or  of  the  insur- 
ance company,  it  is  advisable  to  apply  a  hydrostatic  pressure  test 
to  a  boiler,  the  owner  or  user  shall  prepare  the  boiler  for  such  test, 
as  directed  by  the  inspector  or  by  the  insurance  company. 

Section  24.  The  governor,  within  thirty  days  after  the  passage 
of  this  act,  with  the  consent  of  the  council,  shall  appoint  a  board 
of  five  persons,  to  be  known  as  the  Board  of  Boiler  Rules,  of  whom 
the  last  four  shall  be  appointed  to  ser^^e  as  f ollow^s :  —  Two  for  a 
term  of  two  years  each  and  two  for  a  term  of  three  years  each. 
At  the  expiration  of  their  terms  of  office  their  successors  shall  be 
appointed  for  terms  of  three  years  each.  The  members  of  the 
board,  other  than  the  chairman  hereinafter  designated,  shall  receive 
for  their  services  the  first  year  in  office  the  sum  of  five  hundred 
dollars  each.  Thereafter  they  shall  receive  as  compensation  for 
their  services  and  reimbursement  for  their  expenses  such  amount 
as  the  governor  and  council  shall  order,  not  exceeding  in  the  aggTe- 
gate  in  any  one  year  the  sum  of  one  thousand  dollars.  The  board 
shall  be  constituted  as  follows :  —  The  chief  inspector  of  the  boiler 
inspection  department  of  the  district  police,  who  shall  be  its  chair- 
man; one  member  representing  the  boiler  using  interests;  one  mem- 
ber representing  the  boiler  manufacturing  interests;  one  member 
representing  the  boiler  insurance  interests;  and  one  member  who  is 
an  operating  engineer. 

Section  25.  The  chief  inspector  of  boilers  of  the  boiler  inspec- 
tion department  of  the  district  police  shall  appoint  a  clerk,  who 
shall  be  a  stenographer,  and  who  shall  also  act  as  secretary  of  the 
board  of  boiler  rules,  and  whose  salary  shall  be  twelve  hundred 
dollars  a  year.  The  necessary  expenses  of  the  board,  including 
those  of  the  secretary  of  the  board,  incurred  in  the  discharge  of 
their  duty  during  the  first  year,  shall  be  paid  out  of  the  treasury 
of  the  Commonwealth,  but  shall  not  exceed  the  sum  of  fifteen  hun- 
dred dollars  for  that  year.  The  attorney-general  of  the  Common- 
wealth shall  furnish  all  needed  assistance  to  the  board  in  the 
framing  of  the  rules  hereinafter  provided  for. 

Section  26.  It  shall  be  the  duty  of  the  board  of  boiler  rales  to 
formulate  rules  for  the  construction,  installation  and  inspection  of 
steam  boilers,  and  for  ascertaining  the  safe  working  pressure  to  be 
carried  on  said  boilers,  to  prescribe  tests,  if  they  deem  it  necessary, 
to  ascertain  the  qualities  of  materials  used  in  the  construction  of 
boilers;  to  formulate  rules  regulating  the  construction  and  sizes 
of  safety  valves  for  boilers  of  different  sizes  and  pj-essures,  the  con- 
struction, use  and  location  of  fusible  safety  plug's,  appliances  for 
indicating  the  pressure  of  steam  and  the  level  of  water  in  the  boiler, 
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and  such  other  appliances  as  the  board  may  deem  necessary  to  safety 
in  operating  steam  boilers;  and  to  make  a  standard  form  of  cer- 
tificate of  inspection. 

Section  27.  The  rules  so  formulated  shall  be  submitted  to  the 
governor  for  his  approval,  and  when  approved  shall  have  the  force 
of  law,  and  shall  be  printed  and  furnished  to  those  requesting  them 
by  the  boiler  inspection  department. 

Section  28.  The  boiler  inspection  department  of  the  district 
police  shall  enforce  the  provisions  of  the  preceding  sections,  and 
such  rules  as  shall  be  promulgated  by  the  board  of  boiler  rules 
with  the  approval  of  the  governor.  Whoever  violates  any  provision 
of  this  act  or  of  the  said  rules  shall  be  punished  by  a  fine  of  not 
less  than  twenty  nor  more  than  five  hundred  dollars  or  by  imprison- 
ment for  not  more  than  six  months,  or  by  both  such  fine  and 
imprisonment.  A  trial  justice  shall  have  jurisdiction  of  complaints 
for  violation  of  the  provisions  of  this  act,  and  in  such  cases  may 
impose  a  fine  of  not  more  than  fifty  dollars.  All  members  of  the 
boiler  inspection  department  of  the  district  police  shall  have  au- 
thority in  the  pursuance  of  their  duty  to  enter  any  premises  on 
which  a  boiler  is  situated,  and  any  person  who  hinders  or  prevents 
or  attempts  to  prevent  any  member  of  the  boiler  inspection  depart- 
ment from  so  entering  shall  be  liable  to  the  penalty  specified  in 
this  section. 

Section  29.  All  acts  and  parts  of  acts  inconsistent  herewith  are 
hereby  repealed. 

Section  30.  The  last  sentence  of  section  four,  and  sections 
twenty-four  to  twenty-seven,  inclusive,  shall  take  effect  upon  the 
passage  of  this  act.  In  all  other  respects  the  act  shall  take  effect 
on  the  first  day  of  October  in  the  year  nineteen  hundred  and  seven. 
But  inspectors  employed  by  boiler  insurance  companies  may  be 
examined,  and  certificates  of  competency  as  provided  in  sections 
six  and  seven  may  be  granted  at  any  time  after  the  passage  of  this 
act.    [Approved  Mny  29,  1907. 
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RULES 

FOEMULATED  BY  THE  BOAED  OF  BOILEE  EULES/ 


[In  Accordance  with  the  Provisions  of  Section  26,  Chapter  465,  Acts  of  1907,  "An  Act 
relative  to  the  Operation  and  Inspection  of  Steam  Boilers."] 


Section  1. 
Maximum  Pressure  on  Boilers. 
1.  The  maximum  pressure  allowed  od  any  boiler  constructed 

pressure. 


wholly  of  cast-iron  shall  not  be  greater  than  twenty-five  (25) 


pounds  (gage)  per  square  inch. 

2.  The  maximum  pressure  allowed  on  any  boiler,  the  tubes  of  which  are 
secured  to  cast-iron  headers,  shall  not  be  greater  than  one  hundred  and 
sixt}^  (160)  pounds  (gage)  per  square  inch. 

3.  The  maximum  pressure  allowed  on  any  boiler  constructed  of  wrought- 
iron  or  steel  shells  or  drums  shall  be  calculated  from  the  inside  diameter  of 
the  outside  course,  the  percentage  of  strength  of  the  longitudinal  joint  and 
the  minimum  thickness  of  the  shell  plates  ;  the  tensile  strength  of  shell  plates 
to  be  taken  as  fifty-five  thousand  (55,000)  pounds  per  square  inch  for  steel 
and  forty-five  thousand  (45,000)  pounds  per  square  inch  for  iron,  when  the 
tensile  strength  is  not  known. 

Shearing  Strength  of  Rivets. 

4.  The  maximum  shearing  strength  of  rivets  per  square  inch  pjvets  in 
of  cross-section  of  area  to  be  taken  as  follows  :  —  shear. 

Pounds. 

Iron  rivets  in  single  shear,   38,000 

Iron  rivets  in  double  shear,   70,000 

Steel  rivets  in  single  shear,   42,000 

Steel  rivets  in  double  shear,   78,000 

Factors  of  Safety. 

5.  The  lowest  factors  of  safety  used  for  boilers,  the  shells  pactors  of 
or  drums  of  which  are  directly  exposed  to  the  products  of  safety. 


1  Fiarther  rules  governing  new  construction  will  be  issued  later. 
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combustion  and  the  longitudinal  joints  of  which  are  of  lap-riveted  con- 
struction, shall  be  as  follows  :  — 

(a)  Five  (5)  for  boilers  not  over  ten  years  old. 

(b)  Five  and  five- tenths  (5.5)  for  boilers  over  ten  and  not  over  fifteen 
years  old. 

(c)  Five  and  seventy-five  hundredths  (5.75)  for  boilers  over  fifteen  and 
not  over  twenty  years  old. 

(d)  Six  (6)  for  boilers  over  twenty  years  old. 

(e)  Five  (5)  for  boilers,  the  longitudinal  joints  of  which  are  of  lap-riveted 
construction,  and  the  shells  or  drums  of  which  are  not  directly  exposed 
to  the  products  of  combustion. 

(/)  Four  and  five-tenths  (4.5)  for  boilers,  the  longitudinal  joints  of 
which  are  of  butt  and  double  strap  construction. 

Section  2. 

Standard  Form  of  Certificate  of  Inspection. 
[As  provided  by  Section  26,  Chapter  465,  Acts  of  1907.] 
1.  The  standard  size  of  this  certificate  shall  be  eleven  (11) 
certificate    ^^^'^^^      width  and  eight  and  one- half  (8^)  inches  in  length, 
and  shall  be  made  up  and  worded  in  accordance  with  the  fol- 
lowing copy,  space  having  been  provided  for  the  insertion  of  name  of  the 
insurance  company  or  the  State  Boiler  Inspection  Department  using  the 
same  :  — 

ANNUAL  CERTIFICATE 

OF 

STEAM  BOILER  INSPECTION 

At  required  by  Chipter  46S,  AcU  of  1907 
[Space  for  Company's  Name  or  State  Boiler  Inspection  Department] 
Boiler     No   Date  of  Inspection  ,  19 


This  is  to  Certify  that  the  herein-described  steam  boiler     inspected  by 

[Space  for  Companv's  Name  or  State  Boiler  Inspection  Department] 

may  be  operated  at  a  Pressure  not  to  exceed  pounds  per  square  inch. 

Name  of  owner   Type  of  boiler    

Location  of  boiler   <  


Age  iii  years   Built  by  

Length  of  shell     or  drum   ft  in.       Diameter  of  shell     or  drui 

Lowctt  tensile  strength  of  shell  plates  lbs.  per  sq.  in.       Number  and  size  of  tube»_ 

Thickness  of  shell  plates  in.       TTiickness  of  heads  

Style  of  longitudinal  joint  in  shell     or  drum   


Percentage  of  slrenglli  of  longitudinal  joint   Location  of  fusible  plug- 

[CourANV's   Name   or   Statu   Boilcr   Insi-ection  Dei'artucnt] 

Signature   

[Fac.  Sim.  op  Executive  Oppicer's  oe  Chief  I.n 


(OpficeJ 

SKUoa  21,  ChapUr  WS,  AcU  ot  1907.  noUly  Uiii  fjj.p'll"/"'  at  once  if  any  defect  i<  discovered. 

17  POST  LNDER  CLASS  IN  CONSPICUOUS  PLACE  IN  ENGINE  OR  BOILER  ROOM.  ^ 
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Section  3. 
Fusible  Plugs. 

1.  Fusible  plugs,  as  required  by  section  20,  chapter  465,  Acts  Fusible 
of  1907,  shall  be  filled  with  pure  tin.  plugs 

2.  The  least  diameter  of  fusible  metal  shall  not  be  less  than  one-half  (^) 
inch,  except  for  working  pressures  of  over  one  hundred  and  seventy-five 
(175)  pounds  gage,  or  when  it  is  necessary  to  place  a  fusible  plug  in  a  tube, 
in  which  cases  the  least  diameter  of  fusible  metal  shall  not  be  less  than 
three-eighths  (|)  inch. 

3.  The  location  of  fusible  plugs  shall  be  as  follows :  — 

(a)  In  Horizontal  Return  Tubular  Boilers  —  in  the  back  head,  not  less 
than  two  (2)  inches  above  the  upper  row  of  tubes,  and  projecting  through 
the  sheet  not  less  than  one  (1)  inch. 

(b)  In  Horizontal  Flue  Boilers  —  in  the  back  head,  on  a  line  with  the 
highest  part  of  the  boiler  exposed  to  the  products  of  combustion,  and  pro- 
jecting through  the  sheet  not  less  than  one  (I)  inch. 

(c)  In  Locomotive  Type  or  Star  Water  Tube  Boilers  —  in  the  highest  part 
of  the  crown  sheet,  and  projecting  through  the  sheet  not  less  than  one  ( 1 )  inch. 

(d)  In  Vertical  Fire  Tube  Boilers  —  in  an  outside  tube,  placed  not  less 
than  one-third  (i)  the  length  of  the  tube  above  the  lower  tube  sheet. 

(e)  In  Vertical  Submerged  Tube  Boilers  —  in  the  upper  tube  sheet. 

(/)  In  Water  Tube  Boilers,  Horizontal  Drums,  Babcock  &  AVilcox  Type 
—  in  the  upper  drum,  not  less  than  six  (6)  inches  above  the  bottom  of  the 
drum,  and  over  the  first  pass  of  the  products  of  combustion,  projecting 
through  the  sheet  not  less  than  one  (1)  inch. 

(g)  In  Stirling  Boilers,  Standard  Type  —  in  the  front  side  of  the  middle 
drum,  not  less  than  six  (6)  inches  above  the  bottom  of  the  drum,  and  pro- 
jecting through  the  sheet  not  less  than  one  (1)  inch. 

(7i)  In  Stirling  Boilers,  Superheater  Type  —  in  the  front  drum,  not  less 
than  sjx  (6)  inches  above  the  bottom  of  the  drum,  and  exposed  to  the  prod- 
ucts of  combustion,  projecting  through  the  sheet  not  less  than  one  (1)  inch. 

(i)  In  Water  Tube  Boilers,  Heine  Type  —  in  the  front  course  of  the 
drum,  not  less  than  six  (6)  inches  above  the  bottom  of  the  drum,  and  pro- 
jecting through  the  sheet  not  less  than  one  (1)  inch. 

(j)  In  Robb-Mumford  Boilers,  Standard  Type  —  in  the  bottom  of  the 
steam  and  water  drum,  twenty-four  (24)  inches  from  the  centre  of  the  rear 
neck,  and  projecting  through  the  sheet  not  less  than  one  (1)  inch. 

{k)  In  Water  Tube  Boilers,  Almy  Type  —  in  a  tube  directly  exposed  to 
the  products  of  combustion. 

(I)  In  Vertical  Boilers,  Climax  or  Hazelton  Type  —  in  a  tube  or  centre 
drum  not  less  than  one-half  (i)  the  height  of  the  shell,  measuring  from  the 
lowest  circumferential  seam. 
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(m)  III  Cahall  Vertical  Water  Tube  Boilers  —  in  the  inner  sheet  of  the 
top  drum,  not  less  than  six  (6)  inches  above  the  upper  tube  sheet,  and 
projecting  through  the  sheet  not  less  than  one  (1)  inch. 

(n)  In  Scotch  Marine  Type  Boilers  —  in  combustion  chamber  top,  and 
projecting  through  the  sheet  not  less  than  one  (1)  inch. 

(o)  In  Dry  Back  Scotch  Type  Boilers  —  in  rear  head,  not  less  than  two 
(2)  inches  above  the  top  row  of  tubes,  and  projecting  through  the  sheet  not 
less  than  one  (1)  inch. 

(p)  In  Economic  Type  Boilers  —  in  the  rear  head  above  the  upper  row 
of  tubes. 

(q)  In  Cast- Iron  Sectional  Heating  Boilers  —  in  a  section  over  and  in  direct 
contact  with  the  pi'oducts  of  combustion  in  the  primary  combustion  chamber. 

(r)  For  other  types  and  new  designs,  fusible  plugs  shall  be  placed  at  the 
lowest  permissible  water  level,  in  the  direct  path  of  the  products  of  combus- 
tion, as  near  the  primary  combustion  chamber  as  possible. 

Section  4. 
Size  of  Rivets. 

p.^^^^  1.  When  the  size  of  the  rivets  in  the  longitudinal  joints  of 

a  boiler  is  not  known,  the  diameter  and  cross-sectional  area  of 
rivet,  after  driving,  shall  be  taken  as  follows  :  — 


Thickness  of  plate,  . 

M" 

%2" 

%6" 

%" 

%" 

1%2" 

Diameter  of  rivet  after 
driving,  . 

Hlo" 

iVie" 

%" 

%"  up  to 
2"  pitch. 

i3/i„"  over 
2"  pitch. 

13/16" 

Cross-sectional  area  of 
rivet  after  driving,  . 

.3712  sq. in. 

.3712  sq. in. 

.4418  sq.in. 

.4418  sq.in. 

.4418  Pq.  in. 

.5185  sq.in. 

.5185  sq.in. 

Thickness  of  plate,  . 

yi6" 

1%2" 

Vi" 

«/l6" 

%" 

Diameter  of  rivet  after 
driving. 

%"   up  to 
21/4"  pitch. 

over 
21,4"  pitch. 

15/10" 

li/ie" 

Hio" 

Cross-sectional  area  of 
rivet  after  driving,  . 

.6013  sq.  in. 

.6903  sq.  in. 

.6903  sq.  in. 

.6903  sq.  in. 

.8866  sq.  in. 

.8866  sq.in. 

2.  The  following  table  gives  the  allowable  shearing  strength  of  rivets  in 
pounds : — 


Diameter  of  Rivet  after  Driving. 

iVie" 

%" 

13/16" 

%" 

i^He'' 

1V16" 

Iron,  single  shear,  .... 
Steel,  single  shear,  .... 
Iron,  double  shear,  .... 
Steel,  double  shear,  .... 

14,106 

15,590 
25,984 
28,954 

16,788 
18,.5.57 
30,926 
34,460 

19,703 
21,777 
36,295 
40,443 

22,849 
25.2.55 
42,091 
46,901 

26,231 
28,993 
48,321 
53,843 

33,691 
37,2.37 
62,062 
69,155 
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Section  5. 
Alloioahle  Strain  on  Stays. 
1 .  The  maximum  allowable  strain  per  square  inch  net  cross- 
section  of  stays  on  all  boilers  installed  after  May  first,  nineteen 
hundred  and  eighty  shall  be  as  follows  :  — 


Material  and  Type. 

Size  up  to  and  including 
11,4"  Diameter  or 
Equivalent. 

Size  over  11,4"  Diameter 
or  £](][iiivdil6iit/. 

Weldless  mild  steel  head  to  head  or  through  stays, 

8,000  lbs. 

9,000  lbs. 

Weldless  mild  steel,  diagonal  or  crowfoot  stays, 

7,500  lbs. 

8,000  lbs. 

Wrought-iron  weldless,  head  to  head,  or  through 

7,000  lbs. 

7,500  lbs. 

Wrought-iron  weldless  diagonal  or  crowfoot  stays. 

6,500  lbs. 

7,000  lbs. 

Mild  steel,  or  wrought-iron  welded  stays,  . 

6,000  lbs. 

6,000  lbs. 

Mild  steel,  or  wrought-iron  stay-bolts,  . 

6,500  lbs. 

7,000  lbs. 

2.  When  tested  material  is  used  for  stays  or  stay-bolts  the  maximum 
allowable  strain  per  square  inch  net  cross-section  shall  be  based  on  a 
factor  of  safety  of  at  least  six  and  five-tenths  (6.5). 

3.  A  table  of  net  cross-sectional  area  and  allowable  loads  on  stay-bolts; 
V  threads,  twelve  (12)  threads  per  inch,  follows  :  — 

D  =  the  outside  diameter. 
P  =  the  pitch  of  threads  =  yi2=  .08333. 
drrthe  diameter  at  bottom  of  thread. 
1.732=:  a  constant. 


D—(Px  1.732)  =d. 
D—  (.08333  X  1.732)  =d. 
D  — C.1443)=d. 


Outside  Diameter  in  Inches. 

Diameter  at 
Bottom 

of  Thread  in 
Inches. 

Area  at  Bottom 

of  Thread  in 
Square  Inches. 

Load  allowed  at 

6,500  Pounds 
per  Square  Inch. 

Load  allowed  at 

7,000  Pounds 
per  Square  Inch. 

% 

.7500 

.60.57 

.288 

1,872 

2,016 

.8125 

.6682 

.351 

2,282 

2,457 

Vs 

.8750 

.7307 

.419 

2,724 

2,933 

1^6 

.9375 

.7932 

.494 

3,211 

3,458 

1% 

1.000(1 

.8557 

.575 

3,738 

4,025 

Hie 

1.0625 

.9182 

.662 

4,303 

4,634 

1% 

1.12.50 

.9807 

.755 

4,908 

5,285 

1%6 

1.1875 

1.0432 

.855 

5,558 

5,985 

H4 

1.2500 

1.1057 

.960 

6,240 

6,720 

1.3125 

1.1682 

1.142 

7,423 

7,994 

1% 

1.37.50 

1.2307 

1.190 

7,7.35 

8,330 

l^/ie 

1.4375 

1.2932 

1.313 

8,535 

9,191 

IVs 

1.5000 

1.3557 

1.444 

9,386 

10,108 

When  U.  S.  threads  are  used,  the  formula  is  :  — 

D— (Px  1.732  X  .75)  =d. 
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Section  6. 
Appendages  to  he  placed  on  Boilers, 
1.  Each  boiler  shall  have  a  safety  valve  the  minimum  area 

Safety  which  shall  be  in  accordance  with  the  following:  tables.  If 

valves.  ^ 

more  than  one  safety  valve  is  used  the  minimum  combined  area 

shall  be  in  accordance  with  the  following  tables. 

2.  When  the  conditions  exceed  those  on  which  the  tables  are  based  the 
formula  shall  be  used. 

3.  A  table  of  areas  of  grate  surface  in  square  feet  for  direct  spring 
loaded  safety  valves  follows :  — 

W  70 

A= — xii. 

F 

A  =  Area  of  safety  valve  in  square  inches  per  square  foot  of  grate  surface. 
W  =  Pounds  of  water  evaporated  per  square  foot  of  grate  surface  per  second. 
P  =  Pressure  (absolute). 


75 

w  =  

3600 
P=:  40 
A=:  .401 

100 

w  =  

3600 
P  =  65 
A=  .329 

160 

W=  

3600 
P=  115 
A=  .297 

160 
Wz=  

3600 
P=  140 
A=  .244 

200 
W=:  

3600 
P=  190 
Arz  .224 

240 

W  =  

3600 
P=  240 
A=:  .213 

Gage  Pressure  per 
Square  Inch  at  which 
Safety  Valve  is  set  to 
blow. 

Zero  to  25 
Pounds. 

Over  25  to 
50  Pounds. 

Over  50  to 
100  Pounds. 

Over  100  to 
150  Pounds. 

Over  150  to 
200  Pounds. 

Over  200 
Pounds. 

Diameter 
of  Valve 
in  Inches. 

Area  of 
Valve  in 
Square 
Inches. 

Area  of  Grate 

ui  Square  Feet. 

1 

IV. 

2 
3 

3V2 

4 
5 

.7854 
1.227-2 
1.7671 
3.1416 
4.9087 
7.0686 
9.6211 
12.5t)f)0 
15.9040 
19.6350 

2.0 
3.1 
4.5 
7.9 
12.3 
17.6 
24.0 
31.4 
40.0 
49.0 

2.4 
3.8 
5.4 
9.6 
15.0 
21.3 
29.3 
38.2 
48.4 
60.0 

2.7 
4.2 
6.0 
10.6 
16.5 
23.8 
32.4 
42.3 
53.5 
66.0 

3.2 
5.0 
7.2 
12.9 
20.0 
29.0 
39.4 
51.5 
65.0 
80.0 

3.5 
5.5 
7.9 
14.0 
21.9 
31.5 
42.9 
56.0 
71.0 
88.0 

3.7 
5.7 
8.3 
14.8 
23.0 
33.2 
45.2 
59.0 
74.7 
92.1 

4.  A  table  of  grate  areas  in  square  feet  for  safety  valves  (other  than 
direct  spring  loaded  safety  valves)  follows;  this  table  is  in  ratio  to  the 
table  for  direct  spring  loaded  safety  valves  as  2  is  to  3  :  — 
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Gage  Pressure  per  Square  Inch  at  which 
Safety  Valve  is  set  to  blow. 

Zero  to  25  Pounds. 

Over  25  to  50 
Pounds. 

Over  50  to  100 
Pounds. 

Diameter  of  Valve 
in  Inches. 

Area  of  Valve  in  Square 
Inches. 

Area  of  Grate  in  Square  Feet. 

1 

.7854 

1.4 

1.6 

1.8 

1.2272 

2.1 

2.5 

2.8 

1.7671 

3.0 

3.6 

4.0 

3.1416 

5.3 

6.4 

7.1 

4.9087 

8.2 

10.0 

11.0 

3 

7.0686 

11.7 

14.2 

16.0 

3V2 

9.6211 

16.0 

19.5 

21.6 

4 

12.566!) 

21.0 

25.5 

28.2 

4V2 

15.9040 

26.7 

32.3 

36.0 

5 

19.6350 

32.7 

40.0 

44.0 

5.  Each  safety  valve  must  have  full-sized  direct  connectioii  to  ^  ^  , 

Safety  valve 

the  boiler,  and  when  an  escape  pipe  is  used  it  shall  be  full-  connec- 
sized  and  fitted  with  an  open  drain,  to  prevent  water  lodging  in 
the  upper  part  of  safety  valve  or  escape  pipe.  When  a  boiler  is  fitted 
with  two  safety  valves  on  one  connection  this  connection  to  the  boiler 
shall  have  a  cross-sectional  area  equal  to  or  greater  than  the  combined  area 
of  the  two  safety  valves.  No  valves  of  any  description  shall  be  placed 
between  the  safety  valve  and  the  boiler,  or  on  th6  escape  pipe  between  the 
safety  valve  and  the  atmosphere. 

6.  Safety  valves  having  either  the  seat  or  disc  of  cast-iron  safety  valve 
shall  not  be  used.  seats. 

7.  Safety  valves  installed  on  boilers  after  May  -firsts  nineteen  hundred 
and  eighty  shall  not  exceed  five  inches  in  diameter,  and  shall  be  the  direct 
spring  loaded  type,  with  seat  and  disc  inclined  at  an  angle  of  about  forty-five 
(45)  degrees  to  the  centre  line  of  the  spindle;  designed  with  a  substantial 
lifting  device  so  that  the  disc  will  lift  from  its  seat  with  the  spindle  not  less 
than  one-eighth  (i)  the  diameter  of  the  valve. 

.    8.  A  certificate  of  inspection  shall  not  be  issued  on  a  boiler  ^  ,  ^ 

^  Safety  valve 

used  for  heating  purposes  exclusively,  permitting  the  boiler  set  at  15 

to  be  operated  at  a  pressure  in  excess  of  fifteen  (15)  pounds,  P°""<^s, 

if  the  boiler  is  provided  with  a  device  (safety  valve)  in  accordance  with 

the  provision  contained  in  section  78,  chapter  102  of  the  Revised  Laws, 

limiting  the  pressure  carried  to  fifteen  (15)  pounds  (gage).    Section  78, 

chapter  102  of  the  Revised  Laws,  provides  that :  — 

No  person  shall  have  charge  of  or  operate  a  steam  boiler  or  engine  in  this 
Commonwealth,  except  .  .  .  boilers  used  for  heating  purposes  exclusively  which 
are  provided  with  a  device  approved  by  the  chief  of  the  district  police  limiting 
the  pressure  carried  to  fifteen  pounds  to  the  square  inch,  unless  he  holds  a 
license. 
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9.  Each  boiler  shall  have  a  steam  oaoje  connected  to  the 

Steam  gage. 

steam  space  of  the  boiler  by  a  syphon,  or  equivalent  device, 
suflSciently  ferge  to  fill  the  gage  tube  with  water,  and  in  such  manner  that 
the  steam  gage  cannot  be  shut  off  from  the  boiler  except  by  a  cock  with 
T  or  lever  handle,  placed  directly  on  the  pipe  under  the  steam  gage. 

10.  The  dial  of  the  steam  gage  shall  be  graduated  to  not  less  than  one 
and  one-half         times  the  maximum  pressure  allowed  on  the  boiler. 

11.  Each  boiler  shall  be  provided  with  a  one-fourth  (J)  inch 
testgage     ^^^"^^  ^^^^  connection  for  attaching  inspector's  test  gage  when 

boiler  is  in  service,  so  that  the  accuracy  of  the  boiler  steam 
gage  can  be  ascertained,  as  required  by  section  o,  chapter  465,  Acts  of 
1907. 

Pusibie  Each  boiler  shall  have  one  fusible  plug,  as  required  by 

plug.  rules  (section  3)  on  fusible  plugs. 

vvater  Each  boiler  shall  have  one  water  glass,  the  bottom  end  of 

glass.  which  shall  be  above  the  fusible  plug  and  lowest  safe  vraterline. 

Q^o-g  14.  Each  boiler  shall  have  two  or  more  gage  cocks,  located 

cocks.  within  the  range  of  the  water  glass,  w^hen  the  maximum  pres- 
sure allowed  does  not  exceed  twenty- five  (25)  pounds  per  square  inch. 

15.  Each  boiler  shall  have  three  or  more  gage  cocks,  located  within  the 
range  of  the  water  glass,  when  the  maximum  pressure  allowed  exceeds 
twenty-five  (25)  pounds  per  square  inch. 

16.  Each  steam  outlet  from  boiler   (except  safety  valve 
Stop  valve.  v       i  j 

connections)  shall  be  fitted  with  a  stop  valve. 
17.  When  a  stop  valve  is  so  located  that  water  can  accumulate,  ample 
drains  shall  be  provided. 

18.  Each  boiler  shall  have  a  feed  pipe  fitted  with  check 
ee  pipe.  .  y^ive,  and  also  a  stop  vah^e  or  stop  cock  between  the  check 

valve  and  the  boiler,  the  feed  water  to  discharge  below  the  lowest  safe 
water  line.  Means  must  be  provided  for  feeding  the  boiler  with  water 
when  the  maximum  pressure  allowed  is  carried  on  the  boiler. 

19.  Each  boiler  shall  have  a  bottom  blow-off  pipe  fitted  with 
a  stop  valve  or  stop  cock,  and  connected  direct  to  the  lowest 

water  space  of  the  boiler. 

Damper  ^^^^^'^  ^  damper  regulator  is  used,  the  boiler  pressure 

regulator.  pipe  shall  be  taken  from  the  steam  space  of  the  boiler,  and 
shall  be  fitted  with  a  stop  valve  or  stop  cock. 

Lamphrey  '^^ '  Each  boiler  fitted  vvith  a  Lamphrey  Boiler  Furnace  Mouth 
fronts.  Protector,  or  similar  appendage,  having  valves  on  the  pipes 
connecting  same  with  the  boiler,  shall  have  these  valves  locked  or  sealed 
open^  so  that  the  locks  or  seals  will  require  to  be  removed  or  broken  to  shut 
the  valves. 
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Section  7. 

Additional  Appendages  on  Heating  Boilers  (Gravity  Return  System). 

1.  The  main  return  pipe  to  boiler  shall  have  a  check  valve,  , 

^  ^  '  Valves  on 

and  also  a  stop  valve  between  the  check  valve  and  the  boiler,  return 

2.  When  there  are  two  connected  boilers  one  check  valve  P'P®^. 
may  be  placed  on  the  main  return  pipe  and  a  stop  valve  on  the  branch 
pipe  to  each  boiler,  shown  as  follows :  — 


A.  Stop  Valve, 
B.  Bottom  Blow-off. 


Check 
Valve. 


A.  B. 

A.  Stop  Valve, 
B.  Bottom  Blow-off. 


Section  8. 
Horse  Power  Rating. 

1.  A  boiler  having  one  square  foot  of  grate  surface  shall  be 
rated  at  three  (3)  horse  power  when  the  safety  valve  is  set  to  blow  p 
off  at  over  twenty-five  (25)  pounds  pressure  per  square  inch. 

2.  A  boiler  having  two  square  feet  of  grate  surface  shall  be  rated  at 
three  (3)  horse  power  when  the  safety  valve  is  set  to  blow  off  at  twenty- 
five  (2o)  pounds  pressure  per  square  inch,  or  less. 

Section  9. 
Annual  Internal  Inspections. 
1.  The  owner  or  user  of  a  boiler  which  requires  annual  in-  Boiler  to 
spection,  internally  and  externally,  by  the  boiler  inspection  ^^^[^^gpg"^.^ 
department  or  by  an  insurance  company,  as  provided  by  sec-  tlon. 
tion  1,  chapter  465,  Acts  of  1907,  shall  prepare  the  boiler  for  inspection 
by  cooling  it  down  (blanking  off  connections  to  adjacent  boilers  if  neces- 
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sary),  removiDg  all  soot  and  ashes  from  tubes,  heads,  shell,  furnace  and 
combustion  chamber;  drawing  off  the  water;  removing  the  handhole  and 
manhole  plates;  removing  the  grate  bars  from  internally  fired  boilers; 
and  removing  the  steam  gage  for  testing. 

Boiler  not  ^*  ^  boiler  has  not  been  properly  cooled  down,  or  other- 
ready  for  wise  prepared  for  inspection,  the  boiler  inspector  shall  decline 
inspection.  inspect  it,  and  he  shall  not  issue  a  certificate  of  inspection 
until  efficient  inspection  has  been  made. 

8.  In  making  the  annual  internal  and  external  inspection  as 
I^^J^'"®''  provided  by  sections  1  and  4,  chapter  465,  Acts  of  1907,  the 
boiler  inspector  shall  apply  the  hammer  test  to  all  internal  and 
external  parts  of  a  boiler  that  are  accessible. 

4.  All  proper  measurements  shall  be  taken  by  the  boiler  in- 

Measure- 

mentsto  spector,  so  that  the  maximum  working  pressure  allowed  on  a 
be  made.  boiler  will  conform  to  the  rules  relating  to  allowable  pressures 
established  by  the  Board  of  Boiler  Rules ;  such  measurements  to  be  taken 
and  calculations  made  before  a  hydrostatic  pressure  test  is  applied  to  a  boiler. 
Gage  to  be  steam  gage  of  a  boiler  shall  be  tested  and  its  readings 

tested.  compared  with  an  accurate  test  gage,  and  if,  in  the  judgment  of 
the  boiler  inspector,  the  gage  is  not  reliable  he  shall  order  it  repaired  or 
replaced. 

Section  10. 
Annual  External  Inspections. 

1.  The  annual  external  inspection  of  a  boiler,  as  provided 
Inspection  ^ 

under         for  in  section  3,  chapter  465,  Acts  of  1907,  should  be  made 

steam.  qj.  about  six  (6)  months  after  the  annual  internal  inspec- 

tion, except  in  the  case  of  a  boiler  that  is  in  service  a  portion  of  the  year 
only,  in  which  case  the  annual  external  inspection  shall  be  made  during 
such  period  of  service. 

2.  The  boiler  inspector  shall  attach  an  accurate  test  gage  to 
Gage  read-  ^  ^  ^ 
ingsto  be     a  boiler  to  note  the  pressure  shown  by  said  test  gage,  and  corn- 
compared,    pai-e  it  with  that  shown  by  the  boiler  gage,  ordering  the  boiler 
gage  repaired  or  replaced  if  necessary. 

Connec-  3.  The  boiler  inspector  shall  see  that  the  water  glass,  gage 

tions  to  be  cocks,  water-column  connections  and  water  blow-offs  are  free 
free  and 

clear.  and  clear ;  also  that  the  safety  valve  raises  freely  from  its  seat. 

Doors  to  be  ^-  -^^^^  doors,  tube  doors  and  doors  in  settings  shall  be 

opened.  opened,  to  view  as  far  as  possible  the  fire  surface,  settings, 

tube  ends,  blow-off  pipes  and  fusible  plug,  noting  conditions  and  ordering 
changes  or  repairs  if  necessary. 
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Section  11. 
Hydrostatic  Pressure  Tests. 

1.  When  a  boiler  is  tested  by  hydrostatic  pressure,  the  maxi-  pressure 
mum  pressure  applied  shall  not  exceed  one  and  one-half  (1^)  test, 
times  the  maximum  working  pressure  allowed  ;  except  that  twice  the  maxi- 
mum working  pressure  allowed  may  be  applied  on  boilers  permitted  to 
carry  twenty- five  (25)  pounds  pressure  per  square  inch  or  less,  or  on  pipe 
boilers. 

2.  When  making  annual  inspecli(ms  on  boilers  constructed  wholly  of 
cast-iron,  or  on  pipe  boilers,  a  hydrostatic  pressure  test  of  not  less  than 
one  and  one-half  (1^)  times  and  not  more  than  twice  the  maximum 
working  pressure  allowed  shall  be  applied. 

3.  The  boiler  inspector,  after  applying  a  hydrostatic  pressure  test,  shall 
thoroughly  examine  every  accessible  part  of  the  boiler,  both  internal  and 
external. 

Section  12. 
Areas  of  Segments. 
1.  The  following  table  of  areas  gives  the  net  area  in  square 
inches  of  any  segment  of  a  head  to  be  braced,  as  shown  by  se|ments. 
diagram  :  — 


DiAHETEB  OF  BOILEB. 


to 
Shell. 

24'^ 

30" 

36^^ 

42" 

48'' 

54'' 

60" 

66" 

72" 

78" 

&4" 

90" 

96" 

57 

68 

77 

85 

93 

99 

106 

112 

117 

1-23 

129 

132 

137 

74 

88 

100 

111 

121 

130 

138 

147 

1.55 

161 

169 

174 

183 

91 

Kt9 

125 

139 

1.51 

163 

174 

184 

194 

203 

213 

219 

230 

13^' 

132 

151 

168 

183 

197 

211 

224 

235 

247 

256 

267 

279 

W 

178 

199 

217 

2U 

250 

266 

280 

294 

305 

319 

331 

206 

231 

252 

273 

291 

309 

326 

343 

.357 

372 

386 

235 

263 

289 

312 

334 

a55 

374 

394 

411 

4-23 

443 

VI" 

264 

2if7 

326 

353 

378 

402 

425 

447 

467 

486 

502 

331 

365 

396 

424 

ioO 

476 

500 

520 

543 

564 

366 

404 

439 

470 

500 

.529 

5.55 

580 

604 

631 

401 

444 

483 

519 

552 

583 

613 

642 

667 

699 

2V' 

485 

528 

568 

604 

640 

673 

705 

733 

766 

2-)// 

526 

574 

618 

658 

697 

734 

769 

800 

835 

620 

668 

713 

754 

796 

830 

869 

906 

U" 

667 

719 

768 

814 

8.59 

897 

939 

978 

714 

771 

825 

875 

922 

966 

1,010 

1,051 

W 

761 

824 

882 

9;^ 

987 

1,0.^5 

1,083 

1,126 

Ti" 

877 

939 

998 

1,0.53 

1,106 

1,157 

1,202 

-m' 

930 

997 

1,060 

1,120 

1,177 

1,2.32 

1,279 

29// 

1,056 

1,123 

1,187 

1,248 

1,.305 

1,360 

3(>'' 

1,115 

1,187 

1,255 

1,321 

1,382 

1,442 

ZV 

1,2.52 

1,324 

1,394 

1,459 

1,523 

m." 

1,317 

1,3S>4 

1,467 

1,538 

1,605 

1,465 

1,542 

1,617 

1,687 

1,536 

1,617 

1,695 

1,770 

35" 

1,692 

1,775 

1,856 

36'^ 

1,857 

1,941 

31" 

2,026 
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an. 


Formula. 


2.  When  an  area  is  required  that  is  not  given  in  the  table,  the 
following  formula  shall  be  used  :  — 


:  Area  of  segment  in  square  inches. 


4H2  2R_ 

H  =  Distance  from  tubes  to  shell,  minus  five  inches. 
R=  Radius  of  boiler,  minus  three  inches. 


All  rules  and  parts  of  rules  inconsistent  herewith  are  hereby  repealed. 

Joseph  H.  McNeill,  Chairman. 
John  A.  Stevens. 
Frederic  H.  Keyes. 
Robert  J.  Dunkle. 
William  M.  Beck. 


Approved : 


CURTIS  GUILD,  Jr., 

Oovernor. 
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A  fac-simile  page,  full  size  being  twelve  inches  bj  nine 
inches,  from  a  record  book  issued  in  compliance  with  the 
provision  of  section  85,  chapter  102  of  the  Revised  Laws,  is 
shown  on  page  86. 

A  large  number  of  these  books  have  been  issued,  and  the 
results  show  that  this  feature  of  the  law  is  fully  warranted; 
as  the  tendency  is  for  an  engineer  to  give  closer  attention  to 
his  duties  when  he  is  required  to  keep  a  daily  record  of  the 
same,  these  records  being  under  the  supervision  of  the  au- 
thority issuing  the  engineer's  license.  The  record  is  also  of 
value  to  the  carefid  and  conscientious  engineer  when  any 
question  arises  in  regard  to  the  management  of  the  steam 
boilers  under  his  charge ;  and  also  to  the  employer,  in  showing 
the  efficient  and  faithful  performance  of  duty  by  the  engineer. 

Each  record  book  contains  a  sufficient  number  of  pages  to 
cover  a  term  of  two  years,  and  also  contains  a  copy  of  the 
engineers'  and  firemen's  license  law,  which  greatly  assists 
both  the  employer  and  employee  in  a  better  understanding 
of  the  law. 


The  amount  of  fines  paid  on  the  eighteen  prosecutions, 
shown  in  tabulated  form,  on  page  88,  was  $155. 

There  has  been  received  from  members  of  the  boiler  in- 
spection department,  as  fees  for  the  inspection  of  boilers  and 
examinations  of  applicants  for  licenses  as  engineers  and  fire- 
men, the  sum  of  $18,801,  which  sum  has  been  paid  to  the 
Treasurer  and  Receiver-General. 
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General  Summary  of  Boiler  Inspections. 


Inspectors. 

District. 

1 

Total  Number  of 
Boilers  inspected. 

Boilers  inspected 
internally. 

Boilers  inspected 
externally. 

Defects  found. 

Dangerous  Defects 
found. 

Boilers  ordered  re- 
paired. 

Boilers 

condemned. 

C.  Fergnson,  .... 

1 

120 

99 

21 

169 

75 

73 

2 

H.  Bushek,  .... 

1 

32 

27 

5 

36 

27 

20 

- 

W.  E.  Simm,  .... 

1 

45 

34 

11 

35 

18 

8 

- 

G.  A.  Luck,  .... 

2 

192 

162 

30 

150 

6 

82 

1 

J.  H.  Kazar,  .... 

2,  3,4 

260 

191 

69 

245 

104 

77 

2 

J.  W.  Evans,  .... 

2,5 

236 

183 

53 

342 

112 

127 

7 

W.  W.  Ramsay, 

2,5 

19 

16 

3 

40 

5 

18 

- 

S.  C.  Baxter  

2,  9 

201 

166 

35 

105 

82 

42 

2 

H.  E.  Morton,  .... 

3,  9 

51 

37 

14 

1-25 

120 

45 

H.  A.  Sullivan  

4,  6 

311 

227 

84 

1,463 

602 

263 

1 

J.  B.  DeShazo,  .... 

5 

263 

2.35 

28 

673 

142 

141 

9 

D.  H.  Dyer,  .... 

6 

129 

115 

14 

837 

291 

94 

3 

J.  H.  McCarthy, 

228 

113 

115 

805 

481 

195 

6 

F. H.  Sanborn  

7 

253 

134 

119 

270 

180 

92 

5 

L.  Amell,  

8 

4 

4 

11 

4 

2 

J.  A.  MacRae  

8 

169 

114 

55 

330 

94 

122 

3 

E.  B.  Dyer,  .... 

9 

166 

23 

143 

224 

87 

63 

F.  L.  Forbush  

9 

26 

19 

7 

69 

33 

26 

J.  McGrath,  .... 

9 

254 

152 

102 

407 

221 

103 

1 

F.  C.  Hinckley  (special  duty), . 

84 

65 

19 

292 

132 

74 

10 

Totals,  

3,043 

2,112 

931 

6,628 

2,816 

1,667 
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INSPECTOBS. 

C.  Ferguson  

H.  Busliek  

W.  E.  Simm  

G.  A.  Luck,  

J.  H.  Kazar  

J.  W.  Evans  

W.  W.  Ramsay  

S.  C.  Baxter,  .... 

H.  E.  Morton  

H.  A.  Sullivan  

J.  B.  DeShazo,  .... 

D.  H.  Dyer  

J.  H.  McCarthy  

F.  H.  Sanborn  

L.  Amell,  ..... 
J.  A.MacRae,  .... 

E.  B.  Dyer,  

F.  L.  Forbush,    .       .       .  . 

J.  McGrath  

F.C.Hinckley,  .... 

DETECTIVE  DEPARTMENT. 


DETECTIVE  DEPARTMENT. 


Special  Duty. 

Officers  of  this  department  have  been  detailed  for  special 
duty  at  Athol,  Amherst,  Blandford,  Barnstable,  Barre, 
Brockton,  Charlemont,  Cunimington,  Clinton,  Framingliam, 
Greenfield,  Great  Barrington,  Marshfield,  Xewburyport, 
North  Adams,  Northampton,  Oxford,  ProvincetowTi,  Palmer, 
Peabody,  South  Weymouth,  Sturbridge,  Spencer,  Shrews- 
bury, Taunton,  Uxbridge,  Westfield,  West  Tisbury  and 
Worcester.' 


Total  number  of  arrests,  .... 

301 

Total  number  of  prosecutions. 

460 

Total  number  of  cases  investigated, 

879 

Total  number  of  fires  investigated. 

3,414 

Total  amount  of  fines  and  costs  imposed, 

.  $3,064  98 

Total  value  of  stolen  property  recovered. 

.    4,773  50 

Total  value  of  gaming  implements  forfeited, 

.    1,000  00 

Reports  of  Detective  Officers. 

Capt.  William  H.  Proctor. 

I  have  been  in  command  of  the  steamer  "  Lexington  "  and  engaged 
in  enforcing  the  fishery  laws  during  the  past  year.  The  boat  has 
been  in  active  ser\*ice  from  April  to  the  middle  of  October.  During 
the  winter  months,  while  the  steamer  has  been  lying  at  the  wharf,  I 
have  worked  on  criminal  cases  at  the  Boston  office. 

Menhaden  have  been  plentiful  during  the  summer  up  to  October  15, 
and  the  presence  of  fishing  steamers  in  and  around  Buzzard's  Bay 
has  kept  me  on  the  watch  day  and  night  during  the  entire  season. 
As  far  as  I  have  been  able  to  learn,  there  has  not  been  any  fish  taken 
by  a  seine  contrary-  to  law  from  the  waters  of  said  bay.  I  have  read 
in  the  newspapers  about  gill  nets  being  used,  but  have  never  received 
any  complaint  or  official  notice  of  the  same.    I  investigated  one  of 
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the  cases,  and  learned  that  a  gill  net  was  found  in  a  cove  in  about 
six  feet  of  water,  —  a  place  where  it  would  be  impossible  to  navigate 
a  vessel;  the  net  in  question  was  set  in  the  night  time  by  some 
person  for  the  purpose  of  catching  menhaden  to  be  used  for  bait. 

Total  number  of  cases  investigated,  .       .  20 

Total  number  of  arrests,      .       .       .  .       .  15 

Total  value  of  stolen  property  recovered,  .       .  $245 

Among  the  most  important  cases  investigated  were  the  fol- 
lowing :  — 

Edgar  W.  Meikle  :  crime,  murder.  Acquitted. 
Gaetano  Anile:  crime,  murder.    Case  pending. 
Oran  G.  Cilley  ;  crime,  malpractice.    Case  pending. 
John  G.  Lambert ;  ciime,  malpractice.    Case  pending. 
Patrick  Cahill;  crime,  assault  with  intent  to  kilL    Found  guilty; 
sentenced  to  two  years  in  the  House  of  Correction. 

Barxstable  County.  —  Officer  Ernest  S.  Bradford. 


Total  number  of  eases  investigated,       .       .       .  107 

Total  number  of  arrests,   41 

Total  number  of  arrests  in  which  I  assisted,   .  7 

Total  number  of  prosecutions,  ....  92 
Total  number  of  prosecutions  for  \*iolation  of 

"  auto "  law,   7 

Total  number  of  days  on  special  duty,  ...  28 
Total  value  of  stolen  property  recovered,      .       .  $843  70 


Among  the  most  important  cases  investigated  were  the  fol- 
lowing :  — 

Ebenezer  B.  Chase;  crime,  burglary.  Found  guilty;  sentenced  to 
nine  to  twelve  years  in  the  State  Prison. 

Alton  Wright;  crime,  arson.  Found  guilty;  sentenced  to  the 
Iklassachusetts  Reformatory. 

Henry  F.  Mulloy:  crime,  larceny.  Found  guilty;  sentenced  to  the 
Massachusetts  Reformatory. 

Arthur  W.  Lawson;  crime,  larceny  in  a  building.  Found  guilty; 
put  on  probation,  rearrested  for  similar  offence  Oct.  28,  1907,  and 
held  for  the  grand  jury. 

George  M.  Keating;  crime,  breaking,  entering  and  larceny.  Found 
guilty;  sentenced  to  the  Barnstable  House  of  Correction  for  one  year. 

Harvey  W.  Knowles;  crime,  breaking  and  entering  with  intent  to 
commit  rape.    Case  pending. 

Eugene  B.  Adams ;  crime,  breaking  and  entering.   Case  pending. 
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Bristol  County.  —  Officer  Alfred  B.  Hodges. 

Total  number  of  cases  investigated,  ....  79 
Total  number  of  arrests  made  and  caused  to  be  made,  .  14 
Total  number  of  arrests  in  vrhich  I  assisted,  .  .  8 
Total  number  of  days  on  special  duty,  ....  27 
Total  number  of  liquor  seizures  in  which  I  assisted,  .  3 
Total  value  of  stolen  property  recovered,    .       .       .  $400 

Among  the  most  important  cases  investigated  were  the  fol- 
lowing :  — 

Herbert  X.  Walker;  ci*ime,  larceny  of  a  large  sum  of  money.  He 
was  indicted,  but  for  some  reason  the  case  has  never  been  brought 
to  trial. 

Stanislaw  Mastelerz;  crime,  assault  with  a  dangerous  weapon. 
Found  guilty;  paid  a  small  fine,  and  gave  bonds  of  $300  to  keep  the 
peace  four  months. 

Joseph  P.  Corbett;  ciime,  assault  and  battery,  several  counts. 
Found  guilty;  fined  $25  and  put  under  $400  bonds  to  keep  the  peace 
for  eight  months. 

James  Lennon;  crime,  breaking  and  entering  and  larceny.  Case 
pending. 

Dukes  and  Xaxtucket  Counties.  —  Officer  Thomas  A.  Dexter. 


Total  number  of  eases  investigated   68 

Total  number  of  arrests,   13 

Total  number  caused  to  be  arrested,  ....  3 
Total  number  of  days  special  duty  on  steamer  "  Lex- 
ington.''   110 

Total  number  of  days  other  special  duty,  ...  5 

Total  value  of  stolen  property  recovered,  .       .       .  $1,033 


Among  the  most  important  eases  investigated  were  the  fol- 
lowing :  — 

Wilbm-  JaiTed:  crime,  criminal  trespass.   Found  guilty;  fined. 

William  Cook:  crime,  criminal  trespass.    Found  guilty:  fined. 

Clyde  Shaw:  crime,  breaking,  entering  and  larceny.  Found  guilty; 
case  placed  on  file. 

William  H.  Davis:  crime,  larceny  of  team.  Found  guilty;  sen- 
tenced to  one  year  in  the  House  of  Correction. 

Edward  Gannon:  crime,  violation  of  fishery  law.  Found  guilty; 
fined. 

Herbert  Galley :  crime,  larceny.   Found  guilty :  fined  $35. 
Fi-ed  Wilson ;  crime,  laiceuy.   Foimd  guilty ;  fined  $35. 
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Frank  Bernardo ;  crime,  larceny.    Found  guilty ;  fined  $15. 

Harris  Restvitch;  crime,  larceny.  Found  guilty;  sentenced  to  one 
year  in  the  House  of  Correction. 

Martin  and  Nathan  Welch,  juvenile  offenders;  crime,  breaking, 
entering  and  larceny.  Found  guilty;  on  recommendation  of  State 
Agent  Davis  were  placed  on  probation. 

Frank  E.  Fisher;  crime,  non-support  and  assault.  Found  guilty; 
sentenced  to  the  Massachusetts  Reformatory. 

Rudolph  Mosher;  crime,  larceny.  Found  guilty;  sentenced  to  the 
Massachusetts  Reformatory. 

Lucille  Lynch;  crime,  larceny.   Found  guilty;  put  on  probation. 

James  Hayes;  crime,  larceny.   Found  guilty;  fined  $25. 

Essex  County.  —  Officer  Arthur  G.  Wells. 


Total  number  of  eases  investigated,     ....  39 

Total  number  of  fires  investigated,      ....  44 

Total  number  of  arrests,   12 

Total  number  of  arrests  in  which  I  assisted,        .       .  3 

Total  number  of  arrests  caused  to  be  made,  ...  5 

Total  number  of  days  on  special  duty,  ....  20 

Total  number  of  inspections  for  gasoline  storage,       .  2 

Total  value  of  stolen  property  recovered,     .       .       .  $500 


Among  the  most  important  cases  investigated  were  the  fol- 
lowing :  — 

Dr.  Oran  G.  Cilley  and  Dr.  John  Lambert;  crime,  abortion,  in 
consequence  whereof  the  woman  died.  Indicted  by  the  grand  jury; 
case  pending. 

John  F.  Shea  and  Robert  J.  Carter;  crime,  breaking  and  enter- 
ing. Found  guilty;  Carter  was  sentenced  to  eighteen  months  in  the 
House  of  Correction,  and  Shea  was  taken  by  the  United  States  au- 
thorities and  sentenced  to  eighteen  months  imprisonment  for  de- 
sertion. 

Joseph  S.  Dickinson;  crime,  arson.   Indicted;  case  pending. 
Hampshire  and  Franklin  Counties.  —  Officer  James  McKay. 


Total  number  of  eases  investigated,        .       .       .  117 

Total  number  of  arrests,   53 

Total  number  of  days  on  special  duty,  ...  4 
Total  value  of  stolen  property  recovered,      .       .  $387  40 


Among  the  most  important  cases  investigated  were  the  fol- 
lowing :  — 

The  arrest  of  seven  young  men,  between  fifteen  and  eighteen 
years  of  age,  who  burglarized  seventeen  summer  cottages  in  South 
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Hadley.  These  cottages  are  located  on  the  banks  of  the  Connecticut 
River,  near  Holyoke,  and  are  occupied  by  some  of  the  leading  citi- 
zens of  Holyoke.  The  boys  had  their  cases  placed  on  probation, 
after  settling  damages  amounting  to  about  $70  for  each  boy. 

Charles  H.  Canavan  and  Dennis  M.  Garvey;  crime,  larceny  of 
about  one  thousand  pounds  of  copper  wire  from  the  Connecticut 
River  Power  Company.    Case  pending. 

Robert  F.  Drabble;  crime,  assault  with  a  dangerous  weapon. 
Found  guilty;  fined  $75. 

John  S.  G.  Gleeson;  crime,  forgery  and  uttering.  Sentenced  to 
the  Massachusetts  Reformatory. 

Charles  Lindsay;  crime,  larceny.  Sentenced  to  the  Massachusetts 
Reformatory,  as  was  Frank  Morse  for  the  same  offence. 

Daniel  F.  Reen;  crime,  breaking,  entering  and  larceny,  three 
counts.  Found  guilty;  sentenced  to  three  to  five  years  in  the  State 
Prison. 

Ignus  Kokoski;  crime,  murder.    Case  pending. 
Paul  Sodowsky;  crime,  murder.    Case  pending. 
I  also  assisted  in  the  investigation  of  the  alleged  murder  of  Frank 
C.  Ingraham  at  Windsor  and  Howard  L.  Jackson  at  South  Deerfield. 

Hampden  axd  Berkshire  Counties.  —  Officer  Oliver  L.  Wood.^ 


Total  number  of  cases  investigated,  36 

Total  number  of  arrests,  2 

Total  number  of  arrests  caused,  5 

Total  number  of  days  on  special  duty,    .       .       .  .2 

Hampden  and  Berkshire  Counties.  —  Officer  Frederick  F. 

Flynn.'' 

Total  number  of  cases  investigated,  •     .       .       .  .33 

Total  number  of  arrests,  7 

Total  number  of  arrests  caused,  4 

Total  number  of  arrests  in  which  I  assisted,  .  .  1 
Total  value  of  stolen  property  recovered,  .  .  .  $195 
Total  number  of  days  on  special  duty,  ....  7 


Among  the  most  important  cases  investigated  were  the  fol- 
lowing :  — 

Melvin  M.  Berry;  crime,  murder.  Adjudged  insane,  and  com- 
mitted to  the  hospital  for  criminal  insane  at  Bridgewater. 

Edward  Launt ;  crime,  murder.   No  bill  found. 

Albert  H.  Hurd;  crime,  larceny  of  team,  three  counts.  Case 
pending. 


1  Retired  June  21,  1907,  under  the  veterans  retirement  act. 

2  Appointed  April  23,  1907. 
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Martin  Kennedy;  crime,  breaking,  entering  and  larceny.  Found 
guilty;  sentenced  to  the  Massachusetts  Reformatory. 

George  W.  Nash;  crime,  breaking,  entering  and  larceny.  Held  for 
January  term  of  grand  jury. 

Dwight  L.  Dustin;  crime,  breaking,  entering  and  larceny,  four 
counts.    Found  guilty;  sentenced  to  the  Massachusetts  Reformatory. 

Fred  L.  Garde;  crime,  breaking,  entering  and  larceny.  Found 
guilty;  placed  on  probation. 

David  Duquette;  crime,  illegal  liquor  selling  and  liquor  nuisance. 
Found  guilty  on  each  complaint;  fined  $50  on  each  complaint. 


Middlesex  County.  —  Officer  Frederick  A.  Rhoades." 

Total  number  of  cases  investigated,  . 

.  40 

.  7 

Total  number  of  days  on  special  duty, 

...  7 

Middlesex  Gounty.  —  Officer  Gharles  E.  Byrnes. 

Total  number  of  cases  investigated. 

93 

Total  number  of  fires  investigated,  . 

3 

Total  number  of  arrests,  

31 

Total  number  of  arrests  in  which  I  assisted,  . 

34 

Total  number  of  days  on  special  duty,  . 

26 

Total  value  of  stolen  property  recovered. 

.  $408  40 

Among  the  most  important  cases  investigated  were  the  fol- 
lowing :  — 

Joseph  Zeccolo;  crime,  murder.    Under  indictment;  case  pending. 

Nicodemo  Scarf o;  crime,  manslaughter.  Found  guilty;  sentenced 
to  eighteen  months  in  the  House  of  Correction. 

Pasquale  Zizzi;  crime,  manslaughter.  Pleaded  guilty;  sentenced 
to  the  State  Prison  for  not  less  than  four  nor  more  than  seven  years. 

Pasquale  Golucciello;  crime,  murder.  Under  indictment;  case 
pending. 

Luigi  Mira  Gatto ;  crime,  manslaughter.   Grand  jury  found  no  bill. 
Harry  T.  Howland;  crime,  assault  with  intent  to  carnally  abuse. 
Case  pending. 

Alb  in  Fricksell;  crime,  larceny.  Found  guilty;  sentenced  to  the 
Massachusetts  Reformatory. 

James  Griffin;  crime,  breaking  and  entering.  Found  guilty;  sen- 
tenced to  the  House  of  Correction  for  three  months. 

Charles  Williams,  alias  Harry  Richards,  alias  Charles  Adams,  alias 
Frank  Morgan;  crime,  forgery,  in  six  counts.    Case  pending. 


1  Resigned  April  21,  1907. 
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Norfolk  and  Plymouth  Counties.  —  Officer  John  H.  Scott. 

Total  number  of  cases  investigated,  57 

Total  number  of  arrests,  26 

Total  number  caused  to  be  arrested,  ....  1 
Total  number  of  days  on  special  duty,     .       .       .  .3 

The  most  important  case  investigated  was  that  of  the  murder  of 
Michael  Angelo  Mammalite,  at  Sharon,  on  Jan.  15,  1907,  the  body 
being  found  in  a  wood  chopper's  shanty  Feb.  13,  1907,  twenty-nine 
days  after  the  murder  was  committed.  Captain  W.  H.  Proctor  was 
detailed  with  me  on  the  case,  and,  in  consequence  of  the  e\ddence 
obtained,  Guitano  Anile  was  arrested  in  Italy,  and  the  necessary 
papers  containing  the  evidence  were  forwarded  there.  Information 
as  to  the  final  disposition  of  the  case  has  not  as  yet  been  received. 


Suffolk  County.  —  Officer  Arthur  E.  Keating. 


Total  number  of  cases  investigated,     ....  52 

Total  number  of  arrests,   10 

Total  number  of  arrests  in  which  I  assisted,        .       .  7 

Total  number  of  days  on  special  duty,  ....  101 

Total  number  of  fires  investigated,      ....  31 

Total  number  of  garages  inspected,     ....  24 

Total  number  of  inspections  for  gasoline  storage,       .  15 

Total  value  of  gaming  implements  seized,    .       .       .  $500 


I  have  served  six  executive  warrants  during  the  year,  under  which 
I  have  taken  and  delivered  two  fugitives  to  New  York,  and  one  each 
to  Connecticut,  Pennsylvania,  Maryland  and  Illinois. 


Worcester  County.  —  Officer  Peleg  F.  Murray. 


Total  number  of  cases  investigated,     ....  40 

Total  number  of  arrests,  3 

Total  number  caused  to  be  arrested,  ....  3 
Total  number  of  days  on  special  duty,  ....  5 
Total  value  of  gaming  implements  forfeited,       .       .  $200 


Among  the  most  important  cases  investigated  were  the  fol- 
lowing :  — 

Harry  E.  Wood;  crime,  murder.  Adjudged  insane;  sent  to  Hos- 
pital for  Criminal  Insane. 

^Albert  B.  Dodge;  crime,  rape.  Found  guilty;  sentenced  to  two 
years  in  the  House  of  Correction. 
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Eug-ene  Danf orth ;  crime,  rape.  Found  guilty ;  sentenced  to-  five 
years  in  the  State  Prison. 

P.  J.  Murray;  crime,  assault.   Pleaded  guilty;  fined  $100. 

William  Pendergast;  crime,  keeping  a  gambling  machine.  Found 
guilty;  sentenced  to  pay  a  fine  of  $50,  and  to  forfeit  the  machine 
and  money  to  the  county. 

Frank  W.  Phipps;  crime,  murder.  Indicted  for  murder  in  the 
second  degree;  on  trial,  jury  disagreed. 

Joseph  Marsh;  crime,  breaking,  entering  and  larceny.  Case 
pending. 

Worcester  County.  —  Ofeicer  Robert  E.  Molt. 


Total  number  of  fires  investigated,      ....  116 

Total  number  of  other  cases  investigated,    ...  24 

Total  number  of  arrests,   7 

Total  number  of  arrests  caused,   10 

Total  number  of  days  on  special  duty,  ....  16 

Total  value  of  stolen  property  recovered,     .       .       .  $761 


Among  the  most  important  cases  investigated  were  the  fol- 
lowing :  — 

Louis  Fielding;  crime,  defrauding  an  insurance  company.  Found 
guilty;  sentenced  to  three  years  in  the  House  of  Correction. 

Abraham  Asher;  crime,  defrauding  an  insurance  company.  Found 
guilty;  sentenced  to  three  years  in  the  House  of  Correction. 

Chester  M.  Murray  and  George  A.  Farwell;  crime,  burning  and 
defrauding  an  insurance  company.    Both  discharged. 

Thomas  L'Hereaux;  crime,  burning.  Discharged. 

Alfred  Danderance;  crime,  maintaining  gaming  machine.  Found 
guilty;  fined  $25.- 

Frank  Brisset;  crime,  burning.  Found  guilty;  sentenced  to  one 
year  in  the  House  of  Correction. 

Austin  Pratt;  crime,  burning.  Adjudged  insane;  committed  to 
the  Hospital  for  the  Criminal  Insane  at  Bridgewater. 

Mary  Brennan;  crime,  manslaughter.  She  was  discharged  in  the 
district  court.  She  had  at  first  confessed  to  killing  Chas.  Buniap, 
and  afterward  retracted  her  confession  and  was  discharged;  but 
upon  the  recommendation  of  the  district  attorney  she  was  held  in 
bonds  of  $500  for  her  appearance  as  a  witness  in  the  ease  of  the 
Commonwealth  v.  Frank  W.  Phipps. 

Louis  Kubiak;  crime,  defrauding  an  insurance  company.  Case 
pending. 

George  Annoytt;  crime,  vagrancy.  Found  guilty;  sentenced  to 
three  months  in  the  House  of  Correction. 

Matthew  S.  Maey;  crime,  burning.  Discharged. 
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Ceborn  Gonyo  and  Agnes  Neverett,  fugitives  from  justice,  turned 
over  to  Vermont  officer. 

Garabed  Torigian;  crime,  incest.  Discharged. 

Elizabeth  Wargocka ;  crime,  assault  on  infant  child.  Discharged. 

John  Wymbocka;  crime,  assault  on  infant  child.  Discharged. 

Officer  William  S.  Drake.' 

Total  number  of  cases  investigated,  20 

Total  number  of  arrests,  3 

Total  number  of  fires  investigated,  4 

Total  number  of  days  on  special  duty,     .       .       .  .15 

I  have  visited  during  the  year  every  large  city  and  about  one 
hundred  towns,  and  find  very  few  tramps  have  visited  the  different 
cities  and  towns.  There  has  been  an  increase  in  public  lodging 
houses  in  the  larger  cities  all  over  the  State,  owing  to  the  refusal 
of  cities  and  towns  to  house  tramps  in  tramp  houses,  and  I  have 
insisted  that  they  confomi  to  the  board  of  health  regulations.  I 
would  recommend  that  all  public  lodging  houses  in  cities  of  over 
twenty  thousand  population  be  licensed  by  the  State  Board  of 
Health. 


Among  the  most  important  cases  investigated  were  the  fol- 
lowing :  — 

Allan  Shope;  crime,  burning  a  building.  Found  guilty;  placed  on 
probation. 

Samuel  Zetter;  crime,  biu-ning  a  building.  Found  guilty;  placed 
on  probation. 

Officer  Charles  F.  Rice,  Chief  Fire  Inspector. 

Total  number  of  fires  investigated,        ....  318 
Total  number  of  fire  inquests  held,        .       .       .  .48 
Total  number  of  days  on  special  duty,   ....  2 
Total  number  of  arrests  caused  for  arson,  malicious 
burning,  and  attempt  to  defraud  insurance  companies,  22 


Officer  Michael  J.  Barrett. 


Total  number  of  fires  investigated, 
Total  number  of  other  cases  investigated. 
Total  number  of  arrests  in  fire  cases, 
Total  number  of  arrests  in  which  I  assisted, 
Total  number  of  days  on  special  duty,  . 


202 
7 

8 
1 

25 


^  Assigned  to  the  enforcement  of  the  tramp  law. 
2  Appointed  June  4,  1907;  unassigned. 
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Among  the  most  important  cases  investigated  were  the  fol- 
lowing :  — 

Alden  H.  Sherburne;  crime,  maliciously  burning  an  automobile 
garage  in  Lowell,  and  attempt  to  defraud  insurance  companies. 
Found  guilty  on  three  counts;  pending  sentence,  defendant  defaulted 
his  bond. 

Antonio  Rossa;  crime,  attempt  to  maliciously  burn  a  building  in 
•  Watei-town.   Pleaded  guilty,  but  owing  to  a  defect  in  the  indictment, 
charging  "  maliciously  burning  a  building,"  case  was  continued  to 
next  term  of  court. 

Officer  James  Anderson,  Fire  Inspector  for  Hampden-Berk- 


shire District. 

Total  number  of  fires  investigated,  ....  268 
Total  number  of  arrests  for  arson,  .  .  .  .2 
Total  number  of  arrests  in  which  I  assisted,  ...  6 
Total  number  of  days  on  special  duty,  .  .  .  .10 
Total  number  held  for  the  grand  jury,  ....  2 
Discharged  by  the  court,  no  bill  being  found,  .  .  .  1 
Continued  to  the  December  term  of  court,     ...  1 


Among  the  most  important  cases  investigated  was  that  of  Mrs. 
Alice  E.  Hawkins;  crime,  arson.   Case  pending  in  Superior  Court. 


Officer  Henry  H.  Collamore,  Fire  Inspector  for  Southeastern 


District. 

Total  number  of  fires  investigated,        ....  211 

Total  number  of  garages  inspected,      ....  2 

Total  number  of  inspections  for  dynamite  storage,       .  1 

Total  number  of  inspections  for  crude  oil  storage,  .       .  1 

Total  number  of  arrests  for  arson,  .  .  .  .  1 
Total  number  of  arrests  in  which  I  assisted,  .       .  .2 

Total  number  of  arrests  caused  by  me,  ....  4 

Total  number  of  arrests  for  setting  forest  fires,     .       .  3 


The  most  important  case  investigated  was  that  of  John  R.  Tingley, 
alias  John  Moss,  aged  fifteen  years,  who  set  fire  to  the  jewelry  fac- 
tory of  W.  H.  Wilmarth  &  Co.,  in  the  room  on  the  first  floor  where 
he  worked,  during  the  noon  hour.  It  was  done  for  no  apparent 
reason,  only,  he  said,  he  "  wanted  to  see  a  fire."  He  pleaded  guilty 
in  the  district  court,  and  was  sentenced  to  the  Massachusetts  Re- 
formatory, from  which  sentence  an  appeal  was  taken  to  the  Superior 
Court,  where  he  was  committed  to  the  custody  of  the  State  Board 
of  Charity.  The  total  loss  by  this  fire  was  $140,000.  On  this  case  I 
had  the  assistance  of  Officer  Scott. 


1908.]        PUBLIC  DOCUMENT  — No.  32.  101 


Officer  George  F.  Crittenden,  Fire  Inspector  for  Franklin- 


Hampshire  District. 

Total  number  of  fires  investigated,  ....  162 
Total  number  of  other  cases  investigated,  .  .  .25 
Total  number  of  arrests  in  which  I  assisted,  .  .  6 
Total  number  of  daj^s  on  special  duty,   .       .       .  .11 


Among  the  most  important  cases  investigated  were  the  fol- 
lowing :  — 

George  Miller,  fugitive  from  justice,  delivered  to  New  Haven, 
Conn.,  officer. 

Joseph  Sullivan;  crime,  cruelty  to  animals.    Found  guilty;  fined. 

Albert  Stone;  crime,  larceny.  Found  guilty;  sentenced  to  make 
restitution  and  pay  costs. 

C.  S.  Corbin;  crime,  larceny  from  Mount  Holyoke  College  build- 
ings. Found  guilty;  sentenced  to  three  months  in  the  House  of 
Correction. 

Daniel  Dwynette ;  crime,  violation  of  liquor  law.  Found  guilty ;  * 
sentenced  to  pay  a  fine  of  $100. 

On  the  twenty-fifth  day  of  April  there  occurred  at  the  camp 
ground  at  Lake  Pleasant  in  the  town  of  Montague  a  disastrous  fire, 
which  destroyed  one  hundred  and  forty-one  buildings  and  their 
contents,  the  total  valuation  of  which  was  $97,324,  and  carrying 
insurance  of  $22,269.  Much  time  has  been  spent  on  the  investigation 
of  this  fire,  which  has  not  as  yet  been  completed. 

Officer  Thomas  F.  Eustace,  Fire  Inspector  for  Essex-Middle- 


sex District. 

Total  number  of  fires  investigated,      ....  305 

Total  number  of  arrests  in  fire  cases,    ....  6 

Total  number  of  arrests  in  other  cases,        ...  5 

Total  number  of  arrests  in  which  I  assisted,        .       .  5 

Total  number  of  days  on  special  duty,  ....  18 

Total  number  of  garages  and  gasoline  plants  inspected,  17 

Total  value  of  gaming  apparatus  forfeited,        .       .  $300 

Officer  James  J.  Grady,  Fire  Inspector  for  Suffolk-Norfolk 

District. 

Total  number  of  fires  investigated,  ....  1,120 
Total  number  of  criminal  cases  investigated,  .  .  10 
Total  number  of  arrests  in  fire  cases,  ....  12 
Total  number  of  arrests  in  other  criminal  eases  in 

which  I  assisted,  .53 

Total  number  of  days  on  special  duty,  ...  27 
Total  number  of  gasoline  inspections,  ....  42 
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Officer  Silas  P.  Smith,  Fire  Inspector  for  Suffolk-Middlesex 

District. 

Total  number  of  fire  cases  investigated,  ....  630 
Total  number  of  other  cases  investigated,  .  .  .12 
Total  number  of  arrests  in  fire  cases,  .  .  .  .10 
Total  number  of  arrests  in  other  cases,  .       .       .  .56 

Total  number  of  arrests  in  which  I  assisted,  ...  2 

Total  number  of  days  on  special  duty,   ....  5 

The  only  ease  of  importance  investigated  was  that  of  Michaele 

Porearo;  crime,  manslaughter.  Pleaded  gTiilty;  sentenced  to  three 
years  in  the  House  of  Correction. 

General  Offences  prosecuted. 

Accessory  before  the  fact  to  a  felony,   ....  1 

Adultery,   7 

Arson,   26 

Assault  and  battery,   23 

Assault  with  dangerous  weapon,   3 

Assault  with  intent  to  kill,     .  *   2 

Attempt  to  bum  building,   1 

Bastardy,   4 

Being  present  at  cock  fight,   1 

Breaking  and  entering,   37 

Burning  a  building,   34 

Carrying  concealed  weapons,   3 

Criminal  trespass,   2 

Cruelty  to  animals,   11 

Defacing  a  building,   2 

Delinquent  children,   7 

Disturbing  the  peace,   1 

Drunkenness,   13 

Escaped  prisoner,   1 

Forgery,   2 

Fornication,   2 

Fugitives  from  justice,   15 

Having  game  cock  in  possession,   1 

Illegal  gaming,  *   8 

Illegal  sale  of  liquor,   5 

Incest,   1 

Insane,   1 

Keeping  a  disorderly  house,   2 

Keeping  gambling  machine,   1 


1908.]        PUBLIC  DOCUMENT  — No.  32.  103 

Larceny,   89 

Larceny  in  a  building,   2 

Lewd  and  lascivious  cohabitation,   16 

Liquor  nuisance,   15 

Malicious  mischief,   9 

Malpractice,   2 

Manslaughter,   9 

Murder,   11 

Polygamy,   3 

Promoting  a  cock  fight,   3 

Promoting  a  lottery,   3 

Promoting  a  public  boxing  exhibition,    .       .       .  .49 

Rape,   6 

Robbery,   1 

Setting  forest  fires,   4 

Slaughtering  without  a  license,   1 

Street  walking,   1 

Stubborn  child,   1 

Suspicious  person,   1 

Tramps,   2 

Violation  of  automobile  law,   6 

Violation  of  fishery  law,   5 

Violation  of  food  law,   1 

Violation  of  insurance  law,   1 

Violation  of  parole,       .   1 


459 


REPORTS  OF  ACCIDENTS. 
1907. 


KEPOKTS  OF  ACCIDENTS  IN  MANUFACTURING  AND 
MERCANTILE  ESTABLISHMENTS. 


In  conformity  with  the  law  requiring  that  accidents  oc- 
curring in  manufacturing  and  mercantile  establishments  shall 
be  reported  to  the  Chief  of  the  District  Police  when  such 
accidents  result  fatally,  or  in  such  bodily  injury  as  to 
prevent  persons  so  injured  from  returning  to  work  within 
four  days,  —  the  Chief  of  the  District  Police  to  keep  a  record 
of  the  same,  and  to  include  an  abstract  thereof  in  his  annual 
report,  —  a  statement  has  been  prepared  in  as  concise  a  man- 
ner as  possible,  and  is  presented  in  this  report.  A  summary 
is  also  given  of  the  causes  and  results,  and  in  the  more, 
serious  cases,  and  those  in  which  the  circumstances  attendant 
would  warrant  a  more  extended  reference,  the  particulars  are 
described. 

In  submitting  the  facts  and  figures  obtained  from  all  the 
reports  received,  it  may  be  noted  that  a  very  large  proportion 
of  the  accidents,  or  about  42  per  cent,  of  the  whole  number 
reported  during  the  year,  were  due  to  causes  which  had  no 
connection  with  the  operation  of  machinery,  and  were  remote 
from  any  place  or  thing  which  might  properly  be  regarded  as 
coming  within  the  statute  relating  to  safeguards.  The  acci- 
dents here  referred  to  consisted  of  those  miscellaneous  hap- 
penings which  are  incidental  to  all  conditions  of  life  and 
activity,  to  avert  which  is  not  and  cannot  be  within  the  possi- 
bilities. A  description  will  be  given  herein,  showing  the 
numerous  causes  leading  to  their  occurrence.  The  whole 
number  of  such  cases  reported  is  1,349.  /WTiile  it  does  not 
seem  that  casualties  of  this  nature  come  within  the  law,  un- 
doubtedly it  was  assumed  by  those  sending  the  reports  that, 
as  the  accidents  occurred  on  the  premises  where  the  manu- 
facturing establishment  was  situated,  they  were  obliged  to 
report  them,  regardless  of  the  cause. 
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The  important  measures  adopted  by  the  General  Court 
through  successive  years  of  remedial  legislation  have  had 
most  beneficial  results  in  improving  industrial  conditions, 
notably  so  the  statutes  providing  proper  and  sufficient  safe- 
guards where  dangerous  machinery  is  operated,  securing 
thereby  better  means  for  the  safety  and  protection  of  those 
whose  daily  work  requires  their  presence  in  places  where 
danger  is  always  imminent.  The  methods  of  manufacturing 
have  undergone  radical  changes  in  many  ways  in  recent  years, 
and  machinery  formerly  used  has  been  replaced  by  that  of 
modern  type  and  design,  affording  greater  facilities  for  pro- 
duction and  better  means  of  performing  the  work.  In  this 
respect  it  is  reasonable  to  assume  that  the  inventive  mind, 
which  is  so  absorbent  of  practical  ideas,  takes  into  considera- 
tion the  fact  that  the  element  of  safety  also  enters  into  the 
equation  in  the  designing  and  construction  of  machinery 
which  in  any  event  must  be  more  or  less  dangerous  in  its 
operation,  and  in  view  of  this  fact,  calculation  has  doubtless 
been  made  for  the  proper  devices  and  contrivances  to  meet 
the  purpose  in  such  construction  as  far  as  compatible. 

In  the  enforcement  of  the  statutes  incumbent  upon  the 
inspection  department  of  the  District  Police,  it  is  gratifying 
to  note  the  readiness  which,  in  general,  is  shown  by  manu- 
facturers in  complying  vnth  the  requirements  of  the  law,  and 
the  evidence  of  their  willing  co-operation  in  carrying  out  its 
provisions.  This  is  an  indication  of  the  profound  interest 
taken  in  the  subject,  which  concerns  directly  so  many  of  our 
people.  It  is  a  satisfaction  to  observe  that  the  general  feeling 
is  in  accord  with  the  spirit  of  the  law. 

Section  17  of  chapter  106  of  the  Revised  Laws  is  the 
statute  which  provides  that  reports  of  accidents  shall  be  sent 
to  the  Chief  of  the  District  Police,  and  reads  as  follows :  — 

Section  17.  All  manufacturers,  manufacturing  corporations  and 
proprietors  of  mercantile  establishments  shall  forthwith  send  to  the 
chief  of  the  district  police  a  written  notice  of  any  accident  to  an 
employee  while  at  work  in  any  factory,  manufacturing"  or  mercantile 
establishment  operated  by  them,  if  the  accident  results  in  the  death  of 
said  employee  or  in  such  bodily  injury  as  to  prevent  him  from  re- 
turning to  his  work  within  four  days  thereafter.    The  chief  of  the 
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district  police  shall  forthwith  transmit  to  the  sender  of  such  notice 
a  written  or  printed  acknowledgment  of  the  receipt  thereof,  and  he 
shall  keep  a  record  of  all  accidents  so  reported  to  him,  of  the  name 
of  the  person  injured,  of  the  city  or  town  in  which  the  accident 
occurred  and  the  cause  thereof,  and  shall  include  an  abstract  of  said 
record  in  his  annual  report.  Whoever  fails  to  send  notice  of  an 
accident  as  required  by  this  section  shall  be  punished  by  a  fine  of  not 
more  than  twenty  dollars. 

A  list  is  here  given  of  the  causes  leading  to  the  accidents 
which  occurred  in  the  operation  of  machinery;  the  fatal  acci- 
dents are  not  included,  the  particulars  in  each  of  those  cases 
being  given  in  another  part.  The  whole  number  of  accidents 
having  their  origin  in  machinery  is  1,866.  The  immediate 
causes  of  these  injuries  are  herein  stated,  with  the  number 
of  cases  in  each.   Following  is  the  list :  — 

Injured  by  machinery  in  cotton,  woolen  and  paper 


mills  and  shoe  factories,   1,082 

Injured  by  machinery  in  planing  and  saw  mills,  iron 

works  and  other  mechanical  works,  ....  457 

Injured  by  shafting,  belting  and  pulleys,  ...  83 
Injured  on  elevators  or  while  working  about  the  same, 

being  caught  between  car  and  flooring,    ...  79 

Injured  by  falhng  through  elevator  wells,  ...  9 

Injured  by  falling  of  elevator  cars,  ....  7 
Injured  by  scalds  and  burns  (mainly  in  former  case 

in  dye  works,  and  in  latter  case  in  foundries),  .       .  142 

Injured  by  bursting  of  emery  wheel,  ....  3 

Injured  by  electric  shock,   4 


1,866 

Included  in  the  number  as  shown  by  the  foregoing  list  were 
826  persons  who  m6t  their  injuries  while  attempting  to  clean 
the  machinery  when  it  was  in  motion,  in  trying  to  remove 
waste,  bobbins  or  some  other  article  which  had  become  caught 
in  the  machine,  in  oiling  the  bearings,  or  in  some  other  wav 
incurring  risks  which  carefulness  and  prudence  would  have 
avoided.  The  number  thus  injured  constitutes  more  than  44 
per  cent,  of  the  entire  number  who  were  injured  by  ma- 
chinery. Accustomed  to  the  hazards  attending  their  daily 
work,  long  experience  in  the  midst  of  perilous  surroundings 
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dispels  the  fear  or  thought  of  danger,  and  the  necessary  cau- 
tion and  circumspection  are  not  exercised,  leading  to  thought- 
less and  reckless  acts  in  a  moment  of  hurry,  often  with  very 
serious  consequences. 

The  accidents  of  that  class  to  which  allusion  has  already 
been  made  as  not  having  been  caused  by  machinery  number, 
as  previously  stated,  1,349.  The  various  causes  leading  to 
them  are  given  as  follows :  801  persons  sustained  more  or  less 
injuries  who  were  engaged  in  their  occupation  either  as 
masons,  carpenters  or  other  mechanics  in  construction  or  re- 
pairs, or  employed  at  the  bench,  or  as  laborers  working  in  the 
mill  yards  loading  or  unloading  cars  or  trucks  in  the  shipment 
or  receiving  of  merchandise,  or  in  handling  lumber,  or  en- 
gaged in  some  other  way  as  helpers  about  the  buildings  or 
yards  at  the  work  usual  in  all  such  places  of  business;  86 
l^ersons  were  injured  by  splinters  getting  into  their  hands  or 
feet;  86  received  injuries  by  falling  weights  of  various  de- 
scriptions; 83  accidents  were  caused  by  falling  from  ladders 
or  stagings;  149  persons  were  injured  by  falls  from  other 
sources ;  in  81  cases  injuries  were  sustained  in  handling  tools 
used  at  work;  22  persons  met  with  accidents  while  in  some 
play  or  diversion,  and  were  not  at  the  time  engaged  in  their 
regular  work;  there  were  15  cases  in  which  persons  suffered 
from  weak  spells  or  attacks  of  sickness  as  the  prime  cause, 
and  were  in  some  manner  injured  as  the  result.  Injuries  by 
missiles  in  one  form  or  another,  flying  sparks  and  pieces  of 
steel,  and  other  miscellaneous  causes,  make  up  the  remainder, 
and  complete  the  chapter  as  to  this  particular  class. 

The  injuries  resulting  from  these  accidents  were  in  many 
cases  the  most  serious  in  their  nature,  but  the  largest  portion 
consisted  of  slight  wounds,  causing  only  tetnporary  disability. 
As  would  naturally  be  supposed  in  cases  such  as  occur  in 
factories  and  workshops,  the  greater  number  consisted  of  in- 
juries to  the  hand,  the  number  in  that  case  being  1,955,  and 
of  these,  1,4Y4  were  injuries  to  the  fingers  and  thumb.  In  3 
cases  the  left  hand  was  lost,  and  in  6  cases  a  bone  in  the  hand 
was  broken.  In  16  cases  the  wrist  was  broken,  there  were  3 
cases  in  which  wrists  were  dislocated,  and  in  18  cases  the  wrist 
was  sprained.    In  22  cases  one  finger  was  lost,  and  in  8  cases 
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two  fingers  were  lost.  In  1  case  the  thumb  and  first  two 
fijigers  of  left  hand  were  taken  off.  Three  fingers  were  taken 
off  in  4  cases,  it  being  the  right  hand  in  three  instances.  In 
another  case  part  of  the  hand  with  the  thumb  and  two  fingers 
were  taken  off,  this  being  also  the  right  hand.  In  4  cases  all 
the  fingers  of  the  left  hand  were  lost,  and  in  4  other  cases  all 
the  fingers  of  the  right  hand,  in  one  of  the  latter  instances  the 
thumb  being  also  taken  off  and  in  another  the  thumb  and  part 
of  the  hand.  In  2  cases  one  thumb  was  lost.  Partial  loss  of 
the  thumb  or  of  one  or  more  fijigers  occurred  in  158  cases, 
and  there  were  47  cases  in  which  the  thimib  or  one  or  more 
fingers  were  broken. 

Injuries  to  the  head  occurred  in  338  cases.  In  1  case  a 
fracture  of  the  skull  resulted  from  being  struck  by  a  falling 
weight,  and  in  3  cases  concussion  of  the  brain  was  caused  from 
being  struck  much  in  the  same  manner  as  in  the  preceding 
case.  In  2  cases  the  skull  was  fractured,  in  one  instance  by  a 
fall  from  a  ladder  and  in  the  other  by  a  machine  breaking, 
part  of  which  struck  the  man  on  the  head.  In  3  cases  the 
jaw  was  broken,  in  the  first  instance  by  falling  against  a 
frame,  in  the  second  while  cleaning  inside  of  a  drum  on  a 
machine,  and  in  the  third  by  being  struck  by  a  piece  of  tim- 
ber. There  were  2  cases  in  which  female  operatives  had  their 
hair  caught  on  the  shafting,  and  in  each  case  the  scalp  was 
torn  from  the  head.  There  were  26  persons  who  received 
scalp  wounds,  and  15  others  were  injured  about  the  neck. 
Included  in  the  number  who  were  injured  about  the  head 
were  75  cases  in  which  the  eye  was  more  or  less  hurt.  In  2 
cases  the  eye  was  lost,  in  one  instance  by  the  breaking  of  a 
chain  on  a  machine,  a  link  of  the  chain  striking  a  man  in  the 
eye,  and  in  the  other  by  the  breaking  of  a  cleat  while  nailing 
it,  a  piece  striking  the  man  in  the  eye.  In  another  case  in 
which  the  eye  was  injured  it  was  con'sidered  doubtful  as  to 
whether  the  eye  could  be  saved  or  not. 

There  were  318  persons  who  had  their  arms  injured.  In 
one  of  these  cases  the  right  arm  was  taken  off  by  being  caught 
in  a  carding  machine ;  in  another  case  the  right  arm  was  lost 
at  elbow,  being  caught  in  a  picker  machine ;  and  in  a  third 
case  the  arm  was  lost  by  a  carding  machine,  but  as  to  which 
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arm  (the  right  or  left)  the  report  does  not  state.  In  41  cases 
the  arm  was  broken,  and  in  1  case  it  was  dislocated  at  the 
elbow.  There  were  31  cases  of  injury  to  the  shoulder,  in^ 
eluding  4  dislocations  and  1  case  in  which  shoulder  bone  was 
broken. 

There  were  225  persons  who  had  legs  injured.  In  18  cases 
the  leg  was  broken,  and  the  ankle  was  broken  in  6  cases.  The 
ankle  was  sprained  in  35  cases.  In  3Y6  cases  injuries  to  the 
foot  were  reported.  In  22  cases  the  bones  of  the  foot  were 
l)roken  or  fractured,  and  in  3  cases  amputation  of  toes  was 
necessary. 

In  22  cases  there  were  injuries  to  the  ribs.  Of  these,  15 
]^ersons  suffered  from  broken  ribs,  varying  from  one  rib  to 
three,  as  the  case  happened;  26  persons  were  injured  in  the 
abdomen ;  43  were  injured  in  the  side ;  43  were  injured  in  the 
back  (7  of  these  being  more  or  less  wrenched  or  strained)  ; 
12  received  injuries  about  the  hips;  and  17  were  injured  in 
the  chest. 

In  most  of  the  cases  wherein  injuries  to  the  leg  and  foot 
were  reported,  and  also  the  cases  last  enumerated,  the  acci- 
dents happened  to  men  who  at  the  time  were  engaged  in  their 
work  as  laborers  in  the  yards  and  about  the  buildings. 

An  operative  was  attempting  to  remove  some  waste  from 
the  gears  while  the  machine  was  running,  when  his  right  hand 
was  crushed,  causing  amputation  of  part  of  hand  and  the 
index  and  middle  fingers. 

A  man  was  employed  in  running  a  machine  for  cutting  and 
grinding  meat  for  sausage  making,  and  it  is  supposed  he  was 
trying  to  push  the  meat  down  in  the  hopper,  when  his  left 
hand  was  caught  and  drawn  into  the  machine,  and  so  badly 
crushed  as  to  necessitate  amputation. 

A  female  employee  in  a  laundry  was  caught  by  her  hair  on 
a  shafting,  causing  the  entire  scalp  to  be  torn  from  her  head. 
She  was  taken  to  the  hospital,  and  the  last  report  stated  that, 
although  her  injuries  were  most  serious,  it  was  expected  she 
would  recover. 

Two  men  were  on  an  elevator  to  carry  a  load  of  cloth  from 
one  room  to  another  room  below.  Just  as  the  car  started  to 
rim  down  the  cable  broke,  letting  the  car  fall  to  the  bottom  of 
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the  well.  Both  men  were  injured  quite  severely,  one  receiving 
a  fracture  of  the  right  thigh,  a  broken  leg  and  several  bruises, 
and  the  other  having  both  ankles  broken  and  being  otherwise 
injured.  An  examination  by  the  inspector  disclosed  the  fact 
that  the  safety  clutches  were  not  in  their  proper  places.  This 
device  is  called  the  wedge,"  and  the  clutch  part  (with  teeth 
to  grip  the  run)  slides  in  a  cast-iron  holder.  When  the  cable 
breaks  or  slackens,  the  spring  raises  the  rod  connected  with 
the  clutches  and  makes  the  grip  which  holds  the  car.  The 
clutches  were  not  in  the  holder,  but  were  resting  on  top,  the 
rod  projecting  down  into  the  holder  enough  to  keep  it  there. 
The  elevator  had  pre\dously  been  examined  and  adjusted  by 
the  inspector  and  it  held  all  right. 

In  another  case  a  boy  was  engaged  in  cleaning  the  back  of  a 
mule  frame,  and  was  in  the  alley  between  two  frames.  He 
was  using  two  brushes,  one  in  each  hand.  Xo  one  saw  him 
at  the  time,  and  the  first  knowledge  of  the  accident  was  when 
he  was  seen  coming  out  from  between  the  frames,  holding  the 
stump  of  his  right  arm.  A  prompt  call  brought  the  doctor, 
and  the  boy  was  taken  to  the  hospital.  From  an  examination 
of  all  the  circumstances  in  the  case,  it  was  inferred  that  the 
boy  saw  some  lint  on  a  moving  belt,  and,  laying  the  brushes 
down  where  they  were  found,  he  had  tried  to  pick  it  off.  In 
doing  so  his  right  arm  was  caught  in  the  belt,  tearing  the  arm 
off  midway  between  the  wrist  and  the  elbow. 

Another  most  deplorable  case  was  that  in  which  a  female 
operative  had  the  scalp  torn  completely  from  her  head.  The 
report  states  that  the  injured  person,  while  on  her  way  in  the 
ambulance  to  the  hospital,  told  another  female  operative  who 
accompanied  her  that  she  was  stooping  under  the  front  of  the 
comber  machine,  picking  up  waste  that  had  fallen,  when  her 
hair  caught  on  the  set  screw  on  cam  shaft,  winding  around 
as  the  shaft  revolved,  and  tearing  off  the  entire  scalp  before 
the  comber  machine  could  be  stopped.  The  report  states  that 
it  was  not  a  part  of  her  duty  to  gather  waste  in  this  way,  it 
being  customary  to  sweep  it  up  from  the  back. 

A  very  peculiar  accident  happened  to  a  man  who  was  pass- 
ing through  an  aisle  between  two  spinning  frames.  He 
slipped,  and  in  trying  to  prevent  falling,  he  put  his  left  hand 
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and  arm  between  a  gear  and  a  pulley  on  the  end  of  one  ma- 
chine, receiving  injuries  of  a  serious  nature.  All  the  muscles, 
blood  vessels  and  nerve  supply  of  the  left  arm  were  severed, 
and  it  was  reported  from  the  hospital  that  he  would  never 
have  the  use  of  the  hand  or  arm  again,  and  that  the  arm 
might  have  to  be  amputated. 

An  elevator  which  was  in  one  of  the  buildings  connected 
with  printing  works  fell  a  distance  of  about  eleven  feet.  It 
was  used  to  carry  the  supplies  from  the  basement  to  the 
color  shop  above.  Two  men  were  in  the  car,  one  of  whom 
was  injured  about  the  left  leg;  the  other  man  escaped  un- 
injured. The  accident  is  stated  to  have  been  caused  by  the 
rusting  of  two  cables  where  they  were  fastened  to  the  top  of 
the  car.  The  report  of  the  inspector  who  made  an  investiga- 
tion is  to  the  effect  that  the  steam  and  moisture  of  the  sur- 
roundings, unavoidably  due  to  the  preparation  of  colors,  cause 
any  steel  or  iron  that  they  reach  to  corrode.  This  seems  to  be 
the  reason  of  the  two  wire  cables  breaking,  and  also  causes 
rust  in  the  joints,  preventing  the  instant  working  of  the  safety 
device. 

While  cleaning  a  machine,  which  at  the  time  was  in  motion, 
a  man  had  his  left  hand  drawn  in  between  gear  and  spindle, 
causing  the  loss  of  all  four  fingers. 

An  employee  who  was  working  on  what  is  called  a  "  waste 
card  "  machine  got  on  to  a  part  of  the  machine,  and  was 
reaching  over  when  he  slipped,  his  right  hand  and  arm  being 
drawn  in  between  two  rolls.  He  was  so  badly  injured  that, 
after  being  taken  to  the  hospital,  it  was  found  necessary  to 
have  the  arm  amputated  at  the  shoulder. 

A  boy  who  was  employed  in  the  carding  room  met  with  an 
accident  resulting  in  the  loss  of  an  arm.  His  duties  were  to 
replace  the  full  cans  on  carding  machines  with  empty  cans  as 
the  machines  filled  them.  He  was  seen  standing  close  to  a 
machine,  with  his  hand  extended  in  a  manner  that  was  unsafe, 
and  he  was  warned  to  move  away,  the  person  so  warning  him 
doing  so  by  motioning,  as  the  boy,  who  was  Polish,  could  not 
understand  the  English  language.  The  next  known,  however, 
the  boy's  hand  and  arm  were  caught  in  the  machine.  He  was 
taken  to  the  hospital,  where  the  arm  was  amputated.  The 
report  does  not  state  which  arm  it  was. 
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In  taking  an  end  of  roving  from  the  creel  and  feeding  it 
into  the  second  breaker  on  card  machine,  an  operative  had 
his  right  hand  canght  between  the  tumbler  and  cylinder, 
causing  the  tendons  of  the  hand  to  be  so  badly  torn  that  it  is 
feared  the  hand  will  be  entirely  useless,  and  if  infection  of  the 
small  bones  should  occur,  it  would  be  necessary  to  amputate 
the  hand. 

An  operative  in  a  leather  factory,  while  employed  on  what 
is  known  as  an  embossing machine,  placed  his  hand  in  the 
machine  when  it  was  in  motion,  and  suffered  the  loss  of  the 
left  hand. 

A  man  who  was  engaged  in  shoveling  wood  and  sawdust 
into  a  wheelbarrow,  near  a  swing-saw,  brought  his  right  hand 
up  under  the  saw,  with  the  result  that  the  thumb  and  all 
the  fingers  were  taken  off. 

There  were  64  fatal  accidents  reported.  Of  these,  14  were 
persons  who  were  not  at  the  time  engaged  in  any  work  con- 
nected with  running  machinery.  Five  of  these  accidents  oc- 
curred on  railroad  tracks,  the  persons  being  run  over  or  struck 
by  cars  or  engine,  and  1  each  resulted  from  the  following 
causes :  caught  between  car  and  roof  of  a  subway ;  struck  on 
head  by  a  bar  which  fell  in  fire  room  of  steamer  in  shipyard ; 
fell  from  a  stepladder;  fell  do^vn  a  stairway;  fell  into  open 
hatch  in  steamer  in  shipyard;  fell  backward  from  a  pile  of 
cotton  bales ;  fell  from  the  top  of  a  chimney ;  fatally  burned, 
caused  by  breaking  of  blow-off  pipe  of  engine  on  railroad; 
suffocated  in  fire  which  occurred  in  building  used  as  a  wood- 
working establishment.  In  the  latter  case  three  persons  lost 
their  lives,  the  circumstances  being  stated  in  another  place. 

The  number  of  accidents  which  resulted  fatally,  due  to  ma- 
chinery, elevators  and  other  motive  power,  was  50,  the  causes 
being  as  follows :  by  being  caught  on  the  shafting,  6 ;  by  ele- 
vator cars,  6 ;  by  falling  through  elevator  wells,  7 ;  by  electric 
shocks,  5 ;  by  explosion  of  soda-water  tank ;  by  boards  which 
had  caught  in  circular  saws  and  were  thrown  with  great  force 
from  the  same,  2 ;  by  falling  into  vats  containing  dye  or  tan- 
ning liquor,  2 ;  and  1  each  from  the  following  causes :  falling 
off  elevator  car ;  struck  by  a  falling  fly  wheel ;  bursting  of  a  fly 
wheel;  caught  between  belt  and  pulley;  bursting  of  the  reg- 
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iilator  for  water  wheel;  struck  by  the  cover  or  bonnet  of  a 
steam  valve,  which  blew  off;  caught  between  chain  and 
sprocket  wheel  on  coal  conveyor;  caught  between  roll  and 
drum  on  paper  machine ;  caught  between  flyer  and  frame  of  a 
roix?-laying  machine;  explosion  in  the  forge  shop  in  ship- 
building yard ;  crushed  between  a  rotary  wheel  and  the  frame 
on  which  it  rested ;  falling  through  a  trap  doorway  in  dye- 
house;  struck  by  wood  pulp  blown  from  digester,  caused  by 
oi>ening  of  valve;  bursting  of  a  balance  wheel  in  saw  mill; 
caught  in  what  is  known  as  a  tumbler  "  machine  in  hide  and 
leather  w^orks;  explosion  of  a  hydro-oxygen  tank;  jumping 
or  falling  from  elevator  car;  caught  between  cylinders  of  a 
drying  machine;  burned  by  nitric  acid  coming  from  a  jar 
Avliich  burst ;  caught  in  a  block  "  machine  in  wire  works ; 
fell  or  thrown  from  a  turbine  plate  which  was  suspended  from 
a  crane.  # 

The  particulars,  as  fully  as  they  could  be  obtained  by  the 
inspectors  who  made  investigation,  are  given  in  each  case, 
stating  the  name  of  the  person  who  was  fatally  injured,  the 
city  or  town,  and  the  factory  or  establishment  in  which  the 
accident  occurred. 

Robert  Murray,  Peabody.  Parmeiiter  &  Polsey  FertiHzer  Com- 
pany. Dee.  3,  1906.  Murray  was  about  to  unload  goods,  and  backed 
his  team  against  the  side  of  the  building,  near  the  elevator.  He  went 
inside  of  the  building  to  raise  the  door  on  the  side;  the  self-closing 
hatches  that  cover  the  elevator  well  at  the  first  floor,  which  he  was 
obliged  to  cross,  had  been  left  up,  and  he  fell  into  the  cellar,  a  dis- 
tance of  7  feet,  striking  on  his  head ;  death  was  instantaneous. 

William  Kaine,  Somerville.  North  Packing  and  Provision  Com- 
pany. December  11.  This  accident  resulted  from  the  falling  of  an 
elevator  car.  Kaine  was  employed  as  an  elevator  man,  and  had  put 
two  trucks  loaded  with  hams  on  the  elevator  to  take  them  to  the 
cellar.  He  had  closed  the  doors  to  the  car,  when  from  some  un- 
known cause  the  car,  being  at  the  sixth  floor,  fell  to  the  cellar,  caus- 
ing injuries  to  Kaine  from  which  he  died  at  the  hospital  the  fol- 
lowing morning.  The  inspectors  who  investigated  the  accident  stated 
that  the  elevator  was  equipped  with  a  safety  device;  that  it  had  two 
hoisting  steel  wire  cables,  three-fourths  of  an  inch  in  diameter, 
both  of  which  were  rent  asunder  by  some  heavy  strain,  as  the 
fractures  were  long.  There  was  no  defect  found  in  the  hoisting  ma- 
ehineiy,  as  the  inspectors  had  the  hoisting  cables  attached  to  the  car. 
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and  hoisted  the  car  up  m  the  usual  manner.  The  trucks  and  the 
hams  Avhich  were  on  the  elevator,  it  is  said,  weighed  about  2,400 
pounds. 

Henry  G.  Yoxker,  'Worcester.  H.  I.  &  H.  F.  Gould.  December 
11.  Yonker  was  employed  as  engmeer.  The  machinery  had  just 
been  removed  from  a  shop  in  Charlton  to  the  place  where  the  acci- 
dent occurred.  The  fly  wheel  had  been  placed  on  the  shaft,  to  be 
used  at  times  as  a  balance  wheel  and  also  to  drive  a  saw.  The 
regular  driving  wheel  for  the  shop  was  on  the  other  end  of  the  shaft. 
It  appears  that  the  balance  wheel  Avas  put  in  place  and  the  power 
started,  but,  as  was  proved,  Yonker  did  not  set  the  set-screws  down 
on  the  spline  enough  to  hold  the  pulley  m  place.  The  fly  wheel  came 
off  the  shaft,  struck  the  ground  and  broke  into  three  pieces,  one  of 
which  struck  Yonker,  killing  him  instantly,  and  also  inflicting  in- 
juries more  or  less  serious  to  another  workman. 

James  McDowell,  Hyde  Park.  B.  F.  Sturtevant  Company.  De- 
cember 17.  By  the  burstmg  of  a  fly  wheel,  while  being  tested, 
McDowell  was  struck  by  a  flying  part  and  fatally  injured.  Two 
other  persons  Avere  more  or  less  serioush'  injured  at  the  same  time. 
It  appears  that  the  engine  started  to  race,  and  before  it  was  possible 
to  stop  it,  the  fly  Avheel  burst. 

Theodore  Storey,  Maiden.  Middlesex  Last  Company.  December 
21.  Storey  was  caught  between  the  elevator  and  the  side  of  the  well- 
hole,  and,  it  is  supposed,  instantly  Idlled,  no  one  hearing  any 
outcry.  No  one  knew  of  the  accident  until  upon  going  to  the  ele- 
vator the  body  was  found.  The  inspector  who  made  investigation 
found  the  elevator  in  good  condition  and  well  g-uarded. 

George  TV.  Woodbury,  Worcester.  The  J.  L.  Goding  Company. 
December  28.  Woodbury  was  proprietor  of  the  shoe  department  in 
the  store  of  the  company,  and  was  aiding  an  expressman  at  the 
elevator.  At  the  time,  the  elevator  was  going  up,  and  Woodbuiy 
reached  into  the  wellhole  to  ship  it  back,  but  undoubtedly  did  not 
grasp  the  rope,  as  he  fell  into  the  wellhole,  striking  on  his  head, 
dying  almost  instantly. 

M.  JuviNSKi,  Haverhill.  Haverhill  Box  Board  Company.  Jan. 
5,  1907.  Juvinski  was  assisting  another  employee  to  place  a  belt 
on  a  pulley,  and  was  holding  the  cross  belt  open  near  one  pulley 
while  his  companion  placed  the  belt  on  the  other.  As  the  belt  slipped 
on  the  pulley  and  started  to  operate,  Juvinski,  failing  to  release  his 
hold,  was  pulled  between  the  belt  and  the  pulley.  His  arm  was 
pulled  out  at  the  socket,  and  he  was  so  badly  injured  that  he  died 
on  the  way  to  the  hospital. 
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Hermidas  La  Erode,  Pittsfield.  James  &  E.  H.  Wilson.  Jan- 
uaiy  IS.  La  Erode  was  injured  by  the  bursting  of  a  Sturgis  regu- 
lator for  Hercules  water  wheel.  As  he  was  alone  at  the  time,  it  is 
not  known  why  the  regulator  burst,  but  it  is  supposed  that  the  air 
pressure  was  too  gi-eat  aiid  he  went  to  relieve  it.  The  bursting  threw 
him  against  an  iron  truss,  and  he  fell  into  the  sUiieeway,  landing 
on  a  cross  beam.  His  side  was  crushed  in,  breaking  several  ribs. 
He  died  on  January  19. 

George  E.  Healey,  Worcester.  Ejiowles  Euilding.  January  31. 
Healey  was  employed  to  run  the  elevator,  and  at  night  was  to  put 
out  the  lights  on  the  floors  on  the  last  trip  down.  He  put  them 
out  on  the  seventh  floor,  and  it  was  presumed  was  about  to  do  so 
at  the  sixth  floor,  as  he  was  found  caught  between  the  car  and  that 
floor.  As  there  was  no  witness  to  the  accident,  the  exact  cause  is 
not  known.  It  is  thought  that  he  had  his  hand  on  the  lever  and 
lowered  the  car  below  the  level  of  the  floor,  opening  the  door  at  the 
same  time.  He  probably  stumbled  getting  out,  pulling  the  lever 
over  and  starting  the  car  full  speed  down.  He  was  dead  when 
found. 

John  A.  Deajt,  Worcester.  F.  E.  Sessions  &  Co.  February  3. 
Dean  had  placed  a  casket  box  on  the  elevator  to  hoist  it  to  the  upper 
floor.  In  some  unknown  manner  he  fell  to  the  bottom  of  the  well- 
hole,  a  distance  of  40  feet.  He  was  injured  so  badly  that  he  died 
on  February  5.  Although  conscious  part  of  the  day  before  he  died, 
he  was  unable  to  explain  how  the  accident  happened. 

Christos  Chadava,  Lowell.  Eigelow  Carpet  Company.  February 
5.  Chadava  was  fatally  injured  by  being  scalded  with  boiling  dye 
liquor.  While  reaching  over  the  edge  of  a  dye  vat,  he  lost  his 
balance  and  fell  into  the  boiling  liquor  with  which  the  vat  was 
filled.  His  shoulder,  left  side  and  feet  were  badly  burned.  He 
died  in  the  hospital  on  February  5. 

John  Quinsey,  Lowell.  American  Hide  and  Leather  Company. 
February  6.  Quinsey  was  putting  up  an  upright  beam  to  strengthen 
the  beam  holding  the  counter  shaft.  Having  finislied  his  carpenter 
work,  he  commenced  adjusting  belts  to  pulleys  connecting  with  the 
machines,  and  in  so  doing  he  leaned  against  the  revolving  shaft, 
which  was  free  from  all  obstructions.  His  jumper  was  caught  on 
the  shaft,  and  in  trying  to  free  himself  the  sleeve  of  his  jumper  was 
caught.  He  was  thrown  over  the  shaft  some  fifty  times,  his  arms 
and  legs  striking  the  beam  above  at  every  revolution.  His  feet  and 
one  leg  were  torn  off  and  also  his  arm.  It  is  thought  that  his  death 
was  instantaneous. 
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Pexxa  Yito,  Pittsfield.  C.  C.  Gam^Yell.  February  8.  Vito  was 
found  dead  iii  an  elevator  used  for  hoisting  coal.  When  found  he 
was  sitting  upright  against  a  slow  running  shaft,  his  coat  wound 
around  the  shaft,  as  though  he  had  fallen  asleep. 

Jacob  Fiore,  Richmond.  Riclunond  Iron  "Works.  Febmarj^  21. 
Fiore  was  alone  at  the  time  of  the  accident,  coming  up  out  of  the 
mine.  He  stepped  off  the  ladder  on  to  the  tracks  where  the  car  nms, 
and  a  descending  car  crushed  him  against  the  opposite  wall,  breaking 
three  ribs  and  tearmg  off  one  of  his  ears.  Although  he  was  conscious 
when  taken  out,  he  could  give  no  explanation  of  the  accident.  He 
died  at  the  hospital  Februaiy  23. 

George  Tardiff,  Lynn.  William  Poi-ter  &  Son.  February  28. 
Tardiff,  an  elevator  operator,  fell  from  the  third  floor  to  the  bottom 
of  the  elevator  well,  and  was  so  badly  injured  that  he  died  on  the 
way  to  the  hospital.  As  there  was  no  one  near  the  elevator  at  the 
time  the  accident  occurred,  it  is  unknown  how  Tardiff  fell. 

George  T.  Iversox,  Boston.  Merrimac  Mattress  Manufacturing- 
Company.  March  13.  On  the  morning  of  MarcTi  13,  an  engineer 
visited  the  elevator  well  and  found  the  dead  body  of  a  man  lying 
at  the  bottom  of  well.  The  man  was  unknown,  and  it  is  thought 
that  he  gained  entrance  to  the  building  on  the  evening  before.  The . 
door  of  the  elevator  well  was  open,  and  the  elevator  was  above  that 
floor.  It  is  thought  that  he  opened  the  door  and  stepped  off,  falling 
to  the  bottom  of  the  Avell.  The  man  was  later  identified  as  George 
T.  Iverson. 

Joseph  Maguire,  Boston.  Charlestown  Gas  and  Electric  Com- 
pany. March  18.  Maguire  was  killed  by  an  electric  cuiTent.  He 
was  told  to  go  with  another  man  to  put  some  holes  into  the  bearing 
of  machine  for  new  oil  cups.  He  started  ahead  of  his  companion 
and  climbed  upon  the  machine  at  back  of  ram.  His  head  came  in 
contact  with  the  trolley  wires  which  furnished  power  for  mnning 
the  machine. 

WiLLiAii  Crane^  Lawrence.  Arlington  Mills.  March  20.  Crane 
was  employed  as  a  piper.  He  and  another  piper  were  opening  a 
large  steam  valve  when  the  bonnet  blew  off  and  struck  him  in  the 
head.    His  spine  was  crushed,  causing  instantaneous  death. 

Marco  Fantucci,  Worcester.  American  Steel  and  Wire  Company. 
March  30.  Fantucci  was  employed  tending  the  coal  conveyor,  his 
duties  being  to  operate  a  wheel  for  raising  and  lowering  the  feed 
supply  from  outside.  There  was  a  sprocket  wheel  and  chain  to 
drive  the  conveyor  at  about  three  feet  to  his  right.    It  appears  that 
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during  the  day  one  of  the  sprocket  teeth  got  out  of  order  and  had 
been  repaired,  and  it  is  thought  that  Fantucci  was  feeling  the 
sprocket  from  under  the  chain,  when  he  was  caught  between  the  chain 
and  sprocket.   He  was  badly  crushed  and  died  instantly. 

Eugene  Callaghan^  South  Framingham.  R.  H.  Long  Shoe  Man- 
ufacturing Company.  April  3.  While  at  work  on  a  freight  ele- 
vator, of  which  he  had  charge,  Callaghan  was  fatally  injured.  As 
there  was  no  witness  to  the  accident,  the  cause  is  unknown,  and  he 
was  unable  to  give  any  account  of  it.  Evidently  he  was  coming 
up  on  the  elevator,  as  it  was  said  to  be  going  up  at  the  time.  On 
April  5  he  died  as  a  result  of  injuries  received. 

William  J.  Rollo,  Holyoke.  Parson's  Paper  Company.  April 
11.  Rollo  was  employed  as  a  helper  in  the  beater  engine  room. 
The  engineer  and  Rollo  were  placing  a  three-inch  belt  from  the  main 
shaft  to  a  pulley  thirty  inches  in  diameter,  and  while  Rollo  was 
holding  said  belt  on  the  shaft,  in  some  way  his  clothing  was  drawn 
in  between  belt  and  revolving  shaft.  He  was  thrown  over  the  shaft 
and  struck  the  iron  caps  on  engine.  His  neck  was  broken,  causing 
instant  death. 

Charles  J.  Cole,  AVoburn.  Cottle  Leather  Company.  April  18. 
On  the  morning  of  April  18  the  mangled  body  of  Charles  J.  Cole 
was  found  lying  on  the  ground  under  a  shaft.  As  no  one  witnessed 
the  accident,  it  is  supposed  that  while  dressing  a  belt  his  clothing  was 
caught  and  he  was  drawn  in  and  carried  around  the  shaft.  His 
entire  clothing  was  wound  around  the  shafting.  Medical  aid  was 
summoned,  but  the  man  was  probably  killed  instantly. 

John  Burke,  Great  Barrington.  B.  D.  Rising  Paper  Company. 
May  G.  Burke  and  an  assistant  were  carrying  paper  from  one  set 
of  rolls  to  another,  a  space  of  about  12  feet.  There  was  a  platfoiTQ 
at  the  side  of  this  second  set  of  rolls  for  them  to  stand  on  while 
putting  the  paper  over.  There  was  a  wad  of  paper  formed,  and 
Burke  reached  for  it.  His  hand  was  caught  by  the  rolls,  pulling 
the  arm  in  up  to  the  shoulder,  breaking  the  shoulder  blade  and 
mangling  it.  He  was  taken  to  the  hospital,  where  he  died  on  the 
morning  of  May  7. 

ScY  Keller,  Joseph  Soucie,  and  Orlando  A.  Smith,  Haverhill. 
0.  A.  Smith  Bottling  Works.  May  14.  About  4  o'clock  p.m.,  on 
May  14,  Joseph  Soucie,  an  employee  in  the  above-named*  establish- 
ment, was  in  the  act  of  charging  a  soda-water  tank,  when  it  ex- 
ploded. He  was  injured  so  badly  that  he  died  within  a  few  hours 
after  the  accident.  Scy  Keller,  a  brother-in-law  of  the  proprietor, 
who  was  visiting  the  shop,  was  instantly  killed.    The  proprietor. 
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0.  A.  Smith,  also  died  from  the  injuries  received  from  the  ex- 
plosion. It  is  not  known  why  the  .tank  exploded,  as  it  was  the  sixth 
tank  that  had  been  charged  that  day. 

Joseph  Maxist,  Plymouth.  Plymouth  Cordage  Company.  May 
16.  Mann  was  caught  between  the  flyer  and  frame  of  a  rope-laying 
machine  while  it  was  in  motion.  When  it  became  know^n  that  an 
accident  had  occurred,  the  machine  was  immediately  reversed,  and 
the  dead  body  of  Maun  fell  out.  From  the  position  of  the  body  it 
appeared  that  in  starting  the  machine  he  stood  too  close  to  the 
flyer,  and  was  caught  by  one  of  the  drums  and  crushed  between  it 
and  the  frame  of  the  machine,  or  he  might  possibly  have  slipped 
in  starting  the  machine  and  been  caught  in  the  same  manner.  There 
was  no  witness  to  the  accident. 

Jame§  E.  Gateley,  Boston.  McDonald  &  Bros.  May  23.  Gateley 
was  killed  by  being  crushed  between  floor  of  a  freight  elevator  and 
sill  of  doorway  to  same.  The  elevator  runs  from  the  street  to  the 
sixth  floor.  Gateley  was  delivering  goods  on  the  fourth  floor  of  the 
building.  The  first  known  of  the  accident  was  when  a  gToan  was 
heard.  On  going  to  the  elevator  well  the  body  of  Gateley  was  dis- 
covered pinned  between  the  elevator  floor  and  well.  No  one  saw 
the  accident,  but  it  appeared  as  if  the  elevator  had  been  raised  while 
he  was  getting  off  or  on.  He  was  dead  some  time  before  they  suc- 
ceeded in  extricating  him. 

Patrick  J.  Rourke,  James  Barasso  and  Rocco  Staffarey,  East 
Boston.  S.  T.  Le  Barrow.  May  25.  At  noon  a  fire  broke  out  in  the 
boiler  room  and  spread  rapidly  on  the  top  floor.  Rourke,  who  was  a 
partner,  ran  to  the  ofiice  to  get  papers  and  money  belonging  to  the 
firm,  and  later  was  found  suffocated  there.  Barasso  and  Staffarey 
were  suffocated  in  the  rear  of  the  building.  The  building,  which 
was  of  brick  and  three  stories  high,  had  long  been  used  as  a  wood- 
working establishment.  The  accumulation  of  fine  dust,  together  with 
a  strong  east  wind,  caused  the  fire  to  spread  with  great  rajlidity. 
There  were  two  stairways  and  an  outside  hoist  with  rope  to  the 
gTOund,  by  which  two  or  more  other  persons  escaped.- 

Charles  Hagg,  John  Casey  and  John  Saxdeen,  Quiney.  Fore  . 
River  Ship  Building  Company.  June  11.  These  three  men  were 
all  fatally  injured  by  an  explosion  in  the  above-named  establish- 
ment. A  huge  shaft,  formerly  used  as  a  propeller  of  a  battleship, 
was  being  heated  in  order  to  remove  a  brass  collar  that  was  attached 
to  it.  The  propeller  was  hollow  and  plugged  at  both  ends.  It  is 
presumed  that  water  had  leaked  into  the  shaft,  as  steam  was  seen  by 
an  employee  issuing  from  about  the  plug,  but  before  he  had  time 
to  act,  the  explosion  occuiTed.    Hagg  and  Casey  were  instantly 
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killed  by  being  thrown  against  a  trip  hammer.  Sandeen  was  struck 
by  a  shaft,  which  was  being  used  as  a  counter  weight  to  the  pro- 
peller.  He  died  at  2  a.:m.,  June  12,  as  a  result  of  the  injuries  received. 

Leigh  ]McLaughlix,  Brockton.  Power  House,  Old  Colony  Street 
Railway.  June  23.  McLaughlin  was  killed  by  an  electric  shock  on 
Sunday  morning,  June  23.  He  was  alone  on  the  premises  at  the 
time.  The  usual  repoi*ts  on  file  and  signed  by  him  make  it  appear 
that  he  was  killed  between  5.30  and  7.40  A.ii.,  at  which  time  the 
body  was  found.  His  duties  on  Saturday'  nights,  and  after  a  light- 
ning storm,  require  that  he  remove  the  record  cards  from  the 
lightning  an-ester  switch  board,  which  is  located  in  a  gallery.  He 
was  in  the  performance  of  this  work  when  in  some  unknown  manner 
he  received  the  shock. 

Frederick  George  Sheel,  Brockton.  James  Edgar  Company. 
June  29.  Sheel  was  not  employed  by  this  fiiTn.  He  was  about 
sixteen  years  of  age,  and  was  killed  by  a  fall  into  the  well  of  a 
freight  elevator.  His  father,  employed  as  a  cook  on  the  third 
floor,  sent  him  to  make  a  purchase,  and  on  returning,  it  appeared 
that  the  boy  attempted  to  get  on  the  elevator  while  it  was  in  motion, 
or  was  trying  to  bring  the  car  to  a  stop  at  the  first  floor.  He  fell 
from  the  fii*st  floor  to  the  basement,  about  12  feet. 

Oresto  Ortolaxi,  Bourne.  Keith  Manufacturing  and  Car  Com- 
pany. July  6.  Ortolani  was  fatally  injured  by  being  struck  in 
the  groin  by  a  stick  of  timber  which  he,  with  others,  was  sawing  on  a 
circular  saw.  A  man  who  was  working  with  him  at  the  time  stated 
that  the  stick  of  timber,  which  was  20  feet  long,  was  placed  on  the 
saw  table  in  the  usual  manner,  and  had  been  sawed  through  nearly 
its  entii'e  length  when  the  accident  occuiTed.  It  is  presumed  that 
the  accident  was  caused  by  the  men  whose  duty  it  was  to  hold  and 
guide  the  timber  releasing  their  hold  on  it  before  it  was  sawed 
through. 

Joseph  Ludtvixowicz,  Lynn.  Thomas  A.  Kelley  &  Co.  July  22. 
Ludwinowicz  was  killed  while  operating  a  rotary  or  pin  wheel,  in 
which  goat  skins  are  tanned  and  colored.  He  had  stopped  the  pin 
wheel  to  remove  the  skins.  To  do  so  he  was  obliged  to  put  his  head 
and  shoulders  into  the  wheel.  While  in  that  position  the  pin  wheel 
started,  crushing  his  head  between  the  wheel  and  the  frame  on  which 
it  rests.  The  accident  was  evidently  due  to  the  failure  of  the  victim 
to  use  chains  and  hooks  pro^^ded  to  prevent  the  wheel  from  starting. 

WiLLiAii  Gillespie,  Arlington.  American  Chrome  Company. 
July  22.  Gillespie  fell  into  a  vat  of  chrome  liquor  in  such  a  way 
that  his  head  and  shoulders  were  submerged.    He  swallowed  a 


1908.]        PUBLIC  DOCUMENT  — Xo.  32. 


123 


sufficient  quantity  of  this  liquor  to  cause  his  death  a  few  hours 
later.  The  vat  into  which  he  fell  was  placed  above  the  ground,  and 
was  about  20  inches  from  gTound  to  top. 

JoHX  E.  Kehoe,  Northampton.  The  Mount  Tom  Sulphite  Pulp 
Company.  August  26.  Kehoe  was  employed  as  a  cooker  in  the  di- 
gester room.  He  went  into  the  digester  room  about  7  o'clock  in  the 
morning.  The  digesters  are  vertical  boilers  holding  wood  chips,  and, 
after  chemicals  are  applied,  said  chips  are  reduced  to  wood  pulp 
under  about  50  pounds'  steam  pressure.  It  is  the  impression  of  the 
mill  authorities  that  Kehoe  had  found  a  seven-inch  valve  located  at 
the  bottom  of  digester  leaking,  and  that  he  took  an  iron  pipe  and 
placed  it  in  wheel  of  valve  as  a  lever;  in  so  doing  he  broke  the  side 
brace  on  valve  causmg  the  seat  of  valve  to  turn,  letting  out  the  mass 
of  pulp  from  digester  at  the  clean-out  opening,  throwing  him  about 
10  feet.  He  was  taken  to  the  city  hospital,  and  died  four  days  after 
the  accident. 

August  Kleixer,  North  Adams.  Blackmton  Manufacturing 
Company.  August  31.  Kleiner  fell  through  a  trapdoor  and  was 
instantly  killed.  It  was  reported  that  he  went  up  into  the  loft  to 
bring  or  throw  down  stock.  He  was  alone  at  the  time  of  the 
accident. 

Clarexce  C.  Darres,  Eowley.  Ernest  Walton's  Sawmill.  Sep- 
tember 7.  Darres  was  fatally  injured  by  the  bursting  of  a  small 
balance  wheel.  He  and  another  man  were  sawing  slabs  into  stove 
leng-ths.  The  machine  was  allowed  to  run  wild  for  two  or  three 
minutes.  The  other  man  was  on  the  side  opposite  the  pulley,  and 
Dan-es  was  directly  opposite  the  wheel ;  when  the  wheel  burst,  he  was 
struck  in  the  left  side,  near  the  heart,  and  killed  instantly. 

George  K.  Zogue,  Lowell.  American  Hide  &  Leather  Company. 
September  13.  Zogaie  was  fatally  injured  while  at  work  on  a 
tanning  machine.  He  put  his  head  and  body  in  a  hole  at  the  end 
of  the  large  tumbler  wheel  (23  feet  in  circumference)  to  remove 
wet  calf  skins,  with  which  the  wheel  was  filled.  When  he  took  the 
skins  from  the  bottom  of  the  wheel,  the  skins  at  the  top,  being  very 
heavy,  fell,  and  set  the  big  wheel  in  motion.  Zogue  was  in  conse- 
quence carried  along,  and  as  his  head  and  body  were  in  the  hole  of 
the  wheel,  he  came  in  contact  with  the  frame  at  the  end.  His  skull 
was  crushed  and  his  neck  broken;  death  was  instantaneous. 

Victor  Hexdricksox,  Worcester.  Ames  Plow  Company.  Sep- 
tember 19.  Hendrickson  was  adjusting  a  nut  of  a  stay  rod,  working 
on  a  ladder,  another  person  holding  the  ladder  at  the  bottom.  In 
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some  way  bis  coat  caught  the  coupling  on  the  shaft  at  his  right  side, 
throwing  him  around  the  shaft.  He  was  killed  instantly.  His  body 
swung  around  on  the  coupling  until  the  power  was  stopped.  The 
shafting  was  14  inches  distant  from  the  ladder  on  which  he  was 
working. 

Jame  McGourty,  Worcester.  Edgeworth  Mills.  September  21. 
McGourty  was  working  near  the  elevator.  He  was  pulling  a  bag 
from  the  bottom  of  a  pile  and  it  suddenly  loosened,  throwing  him 
backward.  The  elevator  was  going  down,  and  the  covers  were 
opened  just  far  enough  to  allow  the  accident  to  occur.  McGourty 
fell  into  the  well-hole  of  the  elevator,  a  distance  of  14  feet.  His 
injuries  were  so  severe  that  he  died  a  few  hours  later.  The  ele- 
vator was  in  good  condition. 

Robert  Anderson  and  Benjamin  Sully,  Charlestown.  Power 
Station,  Boston  Elevated  Railroad  Company.  September  22.  The 
two  men  were  employed  by  Stone  &  Webster,  of  54  State  Street, 
Boston,  who  were  doing  work  at  the  station.  The  men  were  leaning 
over  a  rail,  close  to  a  large  generator  that  was  in  operation.  The 
railmg  was  not  thought  to  be  a  conductor  of  electricity.  From  some 
cause,  unknown  to  the  experts  at  the  station,  some  connection  was 
formed  with  the  generator.  An  enormous  volume  of  electricity 
passed  through  the  bodies  of  the  men,  the  shock  killing  them  in- 
stantly. Sully  had  been  connected  with  this  business  for  about 
twenty  years,  and  Anderson  was  also  considered  an  expert  elec- 
trician. Wires  have  been  connected  with  all  appliances  near  the 
generator  and  grounded  since  the  accident,  and  it  is  thought  that 
this  will  prevent  any  future  trouble. 

Louis  Elliott  (Greek  name,  Louis  Agganis),  Lynn.  Thomson- 
Houston  Electric  Company.  September  24.  Elliott  was  employed 
in  the  lamp  works  of  the  company  and  was  twenty-one  years  of 
age.  He  had  been  in  this  country  six  years,  and  had  worked  for  the 
company  about  ten  days.  He  could  understand  and  speak  English, 
and  had  been  fully  instructed  in  his  duties;  he  was  shutting  the 
motor  without  throwing  off  switch,  at  the  same  time  touching  a  gas 
pipe  with  his  left  hand.  Part  of  his  duty  was  to  turn  on  and  off 
the  power.  The  employees  working  there  had  gone,  and  the  room 
Avhere  the  accident  occurred  was  quite  dark.  One  of  the  men  had 
found  some  gas  burning,  and,  going  to  the  place  to  shut  it  off, 
stumbled  on  Elliott's  body.  It  is  supposed  that  his  death  was  due 
primarily  to  not  taking  time  to  shut  off  the  power  by  switch,  but 
by  turning  the  controlling  lever  of  rheostat  with  one  hand,  and  with 
the  other  turning  off  the  gas.  The  wires  being  gi'ounded  and  the 
weather  wet,  he  received  a  voltage  of  some  eleven  to  twelve  hundred 
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volts.  Had  the  weather  been  dry.  he  might  have  received  a  severe 
shock  only.  After  the  discovery  of  the  body  the  switch  was  found 
open,  showing  that  he  had  not  shut  off  the  cuiTent. 

John  Hawkins,  Lynn.  Thomson-Houston  Electric  Company. 
September  26.  Hawkins  was  employed  as  a  helper,  and  was  fatally 
injured  by  the  bursting  of  a  tank  containing  hydro-oxygen.  One  of 
his  duties  was  to  pump  air  into  the  tank.  On  the  top  of  the  tank 
was  an  iron  spindle  with  three  or  four  weights  on  it.  Hawkins,  it  is 
said,  got  up  on  some  boxes  to  lift  the  receiver,  when  the  explosion 
took  place.  The  iron  spindle  that  held  the  weights  was  driven 
through  the  right  side  of  his  neck  and  the  weights  broke  some  qf  his 
ribs.  Another  man  was  knocked  about  8  feet,  and  although  some- 
what dazed  he  was  otherwise  uninjured.  He  and  Hawkins  were  the 
only  persons  in  the  room  when  the  explosion  occuiTed.  Hawkins^ 
injuries  were  so  severe  that  he  died  at  the  hospital  in  three  hours. 
A  pump  was  provided  for  pumping  air  into  the  tank,  but  he  thought 
that  by  raising  the  top  up  and  letting  it  down  again,  it  answered  as 
well  as  if  he  pumped  air  into  it. 

HoRMiDAS  Beaua'ais,  Chicopee.  Springfield  Metal  Body  Company. 
September  26.  Beauvais  was  employed  on  a  circular  saw.  At  the 
time  of  the  accident  he  held  a  board  about  twelve  inches  wide  and 
three  feet  long,  and  was  sawing  off  one  side.  In  reaching  over  the 
circular  saw  to  take  the  board  back,  it  fell  on  the  saw;  it  was  thrown 
back  and  struck  Beauvais  in  the  abdomen,  causing  him  to  fall  on  the 
floor.  He  was  taken  to  the  hospital,  where  he  died  twenty-four  hours 
later  from  internal  hemon-hages. 

Robert  H.  Bath.  Somenille.  Jackson  &  Newton  Company.  Oc- 
tober 5.  Bath,  with  two  other  men,  was  riding  on  the  elevator, 
which  was  partly  loaded  with  storm  window  sashes.  When  the  ele- 
vator was  nearing  the  second  floor,  it  is  supposed  that  one  of  the 
men  pushed  the  truck  containing  the  windows,  so  that  one  corner 
caught  between  the  elevator  and  the  second  floor.  Mr.  Bath,  who 
was  standing  nearest  the  opening  to  the  floor,  presumably  saw  the 
danger  and  either  jumped  or  fell  from  the  elevator,  striking  on 
his  head.  He  became  unconscious,  and  remained  so  until  he  died,  a 
short  time  after,  at  the  hospital,  where  he  was  immediately  taken. 
He  was  fifty-nine  years  of  age.  The  man  who  was  running  the 
televatcr  had  his  leg  injured  by  the  truck. 

Salvatore  Puliafico,  Barre.  Barre  Wool  Combing  Company. 
October  10.  Puliafico  was  employed  at  night  as  wool  washer.  At 
about  10,1.5  p.ir.  on  the  above  date  a  two-inch  belt  came  off  and 
wound  around  the  shaft.  As  no  one  saw  the  accident,  it  is  presumed 
that  Puliafico  got  a  stepladder  (one  being  found  under  the  shaft)  to 
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put  the  belt  on  again.  He  must  have  got  astride  a  large  tin  cylinder, 
or  stood  on  it,  reaching  over  to  get  at  the  belt.  He  was  on  the 
wrong  side  to  loosen  it.  By  some  means  his  arm  was  caught  under 
the  belt,  whirling  him  over  the  shaft.  His  right  arm  was  torn  off, 
and  he  fell  to  the  floor  before  any  one  knew  of  the  accident.  The 
machinery  was  stopped  and  the  belt  unwound,  releasing  the  arm. 
Both  legs  were  broken ;  he  died  an  hour  after  the  accident  occurred. 

Manual  Jacintho,  Fall  River.  Algonquin  Printing  Company. 
October  21.  Jacintho  was  fatally  injured  by  being  caught  between 
a  double  row  of  hollow,  thin  copper  cylinders  in  the  print  works. 
The  cylinders  are  geared  to  a  uniform  motion,  and  heated  by  steam 
through  hollow  journals.  It  was  said  that  Jacintho's  work  did  not 
require  him  to  be  in  any  close  vicinity  to  the  machine;  he  was  to 
receive  the  dry  cloth  from  an  overhead  roller,  and  guide  it  into  one 
of  the  wheel-boxes  between  the  operator  and  the  machine.  No  one 
saw  Jacintho  fall  in  the  rolls,  and  it  is  presumed  that  he  found 
the  cloth  coming  damp,  as  the  machine  had  just  been  started  and 
the  rolls  were  only  warming  up,  and  that  he  walked  to  the  machine 
to  feel  the  amount  of  heat  in  the  rolls.  In  doing  so  he  fell,  with 
both  hands  extended  toward  the  rolls.  They  passed  through  the  two- 
inch  space  between  the  rolls,  and  drew  his  body  in,  until  his  feet 
only  were  out.  At  that  point  help  arrived,  and  the  machine  was 
stopped.    He  died  in  the  hospital  Sunday  morning,  October  27. 

William  Strachaie,  Everett.  Cochrane  Chemical  Company.  Oc- 
tober 26.  Stracham  and  another  man  were  burned  by  nitric  acid, 
Stracham  fatally.  The  other  man,  though  seriously  burned,  was 
expected  to  recover  at  the  time  the  report  was  made;  he  was  not, 
however,  able  to  tell  how  the  accident  occurred.  It  is  supposed  that 
Stracham  was  at  his  work,  drawing  from  a  faucet  attached  to  a 
pipe  leading  from  a  tank  in  the  bleaching  room  above,  into  a  stone- 
ware jar  or  receptacle,  containing  200  gallons.  The  jar  was  resting 
upon  a  foundation  high  enough  from  the  floor  to  draw  from  into 
carboys,  ready  for  transportation.  From  some  unknown  cause,  this 
stone-ware  jar  or  receptacle  burst,  and  the  nitric  acid  was  thrown 
over  the  men.    These  jars  were  such  as  are  in  use  for  that  purpose. 

Carl  Anderson,  Worcester.  American  Steel  and  Wire  Company. 
October  31.  Anderson  was  injured  about  7.50  p.m.,  in  the  fine  wire 
department.  There  were  no  witnesses,  but  it  is  supposed  his  hand 
leather  got  caught  and  he  was  pulled  around  the  block  a  number  of  • 
times,  until  seen  by  a  fellow  w^orkman  and  the  block  stopped.  He 
sustained  a  fractured  skull  and  several  other  injuries;  he  died  on 
November  1. 

Joe  Wright,  Quincy.  Fore  River  Ship  Building  Company.  No- 
vember 8.    Wright,  who  was  employed  in  the  machine  shop  of  the 
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above-named  establishment,  received  internal  injuries,  from  which  he 
died  November  10.  His  injuries  were  caused  by  falling  into  the 
center  hole  of  a  turbine  plate.  The  plate  was  suspended  on  a 
traveling  crane,  and  was  about  eight  feet  above  the  floor.  A  witness 
of  the  accident  stated  that  Wright  was  traveling  on  the  plate,  and  by 
the  slipping  of  a  chain  he  was  thrown  into  the  center  hole. 

Margaret  Tobix,  Boston.  Kimball  Building.  November  9.  Mar- 
garet Tobin  was  killed  by  being  caught  between  the  bottom  of  an 
elevator  car  and  the  floor  of  the  basement.  She  was  employed  as  a 
sweeper  in  the  building.  The  body  of  the  woman  was  found  be- 
tween the  bottom  of  the  car  and  the  basement  floor,  the  lower  part 
of  her  body  hanging  in  the  pit,  facing  the  elevator.  The  elevator 
well  extends  below  the  floor  of  the  basement  about  five  feet.  The 
night  watchman  was  operating  the  elevator,  taking  the  women  em- 
ployed in  cleaning  the  building  from  the  basement  to  the  top  story. 
Investigation  failed  to  show  how  the  woman  got  caught. 

Frank  Wilkixson_,  Lawrence.  Wood  Worsted  Mill.  November 
19.  Wilkinson  was  employed  as  an  electrician  at  the  above-named 
mill.  He  was  working  in  the  engine  room  on  a  mercuiy  rectifier,  and 
was  standing  on  a  short  pair  of  steps.  In  some  way  he  received  an 
electric  shock,  which  threw  him  backwards  off  the  steps.  His  head 
struck  the  concrete,  crushing  his  skull  and  injuring  him  so  severely 
that  he  died  from  the  effects  of  the  accident. 

Wallace  E.  Reed,  Taunton.  N.  H.  Skinner  Company.  November 
21.  Reed  w^as  fatally  injured  on  a  freight  elevator.  He  was  a  sales- 
man, but  sometimes  operated  the  elevator  for  his  own  purposes.  A 
man  in  the  employ  of  the  concern,  looking  for  Reed,  found  him 
lying  on  the  floor  of  the  car,  nearly  face  down,  with  his  head  and 
shoulders  projecting  beyond  the  edge  of  the  ear  in  such  a  manner 
as  to  be  caught  between  the  front  edge  of  the  car  and  the  under  side 
of  the  top  of  the  door  frame,  or  entrance  on  the  second  floor.  His 
body  was  placed  in  such  a  way  as  to  stop  the  machinery.  Reed  was 
dead  when  found.  The  accident  was  due  to  no  fault  of  the  ma- 
chinery. 
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FoEFEiTED  Liquors. 

Section  80  of  chapter  100  of  the  Revised  Laws  provides  as 
follows :  — 

Section  80.  Any  liquor  so  forfeited  shall,  by  the  authority  of  the 
written  order  of  the  court  or  trial  justice,  be  forwarded  by  common 
can-ier  to  the  chief  of  the  district  police,  who  upon  receipt  of  the 
same  shall  notify  said  court  or  justice  thereof.  Said  officer  shall 
sell  the  same,  and  after  paying  the  cost  of  the  transportation  of  the 
liquors  he  shall  pay  over  the  net  proceeds  to  the  treasurer  and 
receiver  general.  The  officer  who  senses  the  order  above  named 
shall  be  allowed  therefor  fifty  cents,  but  shall  not  be  entitled  to 
receive  any  traveling  fees  or  mileage  on  account  of  the  service 
thereof. 

In  obedience  to  the  above  law  I  have  received  from  the 
various  officers  of  the  Commonwealth  all  liquors,  and  the  ves- 
sels containing  the  same,  which  have  been  delivered  to  me  as 
having  been  seized  and  forfeited  by  virtue  of  said  act,  giving 
mj  receipt  for  the  same. 

The  quantity  received  from  the  cities  and  towns  from  Dec. 
1,  1906,  to  Dec.  1,  1907,  was :  — 

Number  of  seizures,  786 

Quantity  of  spirituous  liquors  received,  1,581  gallons,  1 

quart,  1  pint,  3  gills. 
Quantity  of  malt  liquors  received,  6,253  gallons,  2 

quarts,  1  pint,  2  gills. 

The  sum  of  $363.24  was  paid  over  to  the  Treasurer  and 
Receiver-General  on  April  25,  1907,  by  me  as  successor  to  the 
late  Chief  Joseph  E.  Shaw,  the  said  sum  being  in  full  the 
balance  which  remained  on  the  closing  of  his  account  from 
the  proceeds  of  sales  of  forfeited  liquors  and  implements 
seized  therewith,  and  delivered  to  him  by  order  of  court. 
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Appeopeiatioxs  axd  Expexdituees. 


Appropria- 
tions. 

Expendi- 
tures. 

Amount 

unex- 
pended. 

Salary  of  the  Chief  of  the  District  Police,  . 

$3,000  00 

$2,858  33 

$U1  67 

Salaries  of  the  members  of  the  detective  department, 
including  the  deputj'  chief. 

34,500  00 

34,479  17 

20  S3 

Salaries  of  the  members  of  the  inspection  department, 
including  the  deputy  chief  and  chief  inspector  of 
boilers. 

69,150  00 

66,603  49 

2,546  51 

Salaries  of  the  clerks  and  stenographer. 

9,.300  00 

S,S04  S3 

495  17 

Traveling  expenses  of  the  members  of  the  detective 
department. 

12,000  00 

10,949  97 

1,050  03 

Special  services  and  expenses  in  the  investigation  of 
fires. 

1,000  00 

792  95 

207  05 

Traveling  expenses  of  the  members  of  the  inspection 
department. 

19,000  00 

15,688  35 

3,311  65 

5,990  68 

9  32 

$153,950  00 

$146,167  77 

$7,782  23 

There  has  been  received  from  the  members  of  the  boiler  in- 
spection department,  as  fees  for  the  inspection  of  boilers  and 
examinations  of  applicants  for  licenses  as  engineers  and  fire- 
men, the  Slim  of  $18,801,  which  sum  has  been  paid  to  the 
Treasurer  and  Receiver-General. 


COXCLUSIOX^. 

In  conclusion,  I  Avish  to  acknowledge  the  hearty  co-opera- 
tion and  assistance  of  the  Attornev-General's  department. 
Auditor's  department  and  that  of  the  Secretary  of  the  Com- 
monwealth, since  I  assumed  command  of  this  department. 
Especially  do  I  wish  to  recognize  the  earnest  and  sincere  co- 
operation of  the  deputies  and  all  present  members  of  this 
department;  also  the  assistance  of  the  district  attorneys  ren- 
dered to  the  men  assigned  to  them  in  their  judicial  districts, 
as  well  as  the  police  and  fire  departments  throughout  the 
State,  who  have  given  increased  service  this  year  over  that 
of  the  past. 

Your  obedient  servant, 


J.  H.  WHITNEY, 

Chief,  Massavliusetts  District  Police. 
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 Return  as  Soon  as  Used. 


